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Section  1 


Introduction 


Contemporary  twin-tail  fighter  aircraft  may  encounter  high  frequency  empennage 
vibrations  caused  by  flow  emanating  from  the  forebody  or  wings  during  high  angie-of-attack 
maneuvering.  This  turbulent  flow  occurs  when  the  air  flow  on  the  forebody  or  upper  wing 
surfaces  becomes  detached  at  high  angles  of  attack.  Air  flow  in  the  detached  region  becomes 
turbulent,  giving  rise  to  fluctuating  pressures  on  the  wing  and  induced  oscillatii^  pressures  on 
surfaces  which  are  in  the  flow  path. 

The  induced  unsteady  pressures,  commonly  referred  to  as  buffet,  are  broad-band  random 
fluctuations  having  predominant  fiequencies  associated  with  the  primary  air  flow  characteristics 
of  the  aircraft.  These  primary  airflow  properties  may  include,  but  are  not  limited  to,  vortex  flow 
from  engine  inlets,  sharp  comers,  and  highly  swept  lifting  surfaces.  The  turbulent  air  flow 
excites  tie  tail  surfaces  embedded  in  the  flow  and  large  oscillator’  structural  responses  result  at 
the  resonant  frequencies  of  the  tail.  After  prolonged  exposure  to  this  flow  environment,  the  tail 
structure  can  begin  to  fatigue  and  repairs  must  be  initiated.  The  maintenance  costs  and  aircraft 
down  time  associated  with  these  repairs  are  often  quite  high.  To  reduce  these  costs,  the  tail 
stmcture  and  associated  equipment  must  be  designed  to  both  minimize  and  tolerate  these 
oscillatory  responses. 

One  twin-tail  fighter  aircraft  that  often  encounters  tail  buffet  when  conducting  air  combat 
maneuvers  at  high  angka-of-attack  is  me  F/A-18.  In  an  effort  to  quantify  the  F/A-18  tail  buffet 
loads  and  to  provide  data  for  use  in  the  development  of  potential  solutions  to  counter  the  twin  tail 
buffet  problem,  wind  tunnel  tests  were  conducted  to  measure  the  aerodynamic  pressures  on  the 
twin  tails  of  an  F/A-18.  Buffet  pressures  and  the  resulting  structural  vibrations  of  the  vertical 
fins  were  obtained  over  a  range  of  angle  of  attack  and  sideslip  conditions. 

Volume  Ill  of  this  technical  report  presents  the  Power  Spectral  Densities  (PSD)  from  the 
measured  aerodynamic  pressures  and  accelerations  obtained  from  the  F/A-18's  starboard  vertical 


1 


tail  during  wind  tunnel  testing.  Volume  I  of  this  report  presents  a  general  description  of  the  full 
scale  aircraft  model  and  the  test  program.  Volume  II  presents  results  from  both  steady  and 
unsteady  pressures,  obtained  during  high  buffet  flow  conditions.  Volume  IV  of  this  rqx>rt 
presents  the  unsteady  pressures  reduced  to  Cross  Spectral  Density  (CSD)  form. 


2. 


Steady  and  Root-Mean  Square  Pressure  Coefficients 


The  wind  tunnel  buffet  tests  were  conducted  during  a  ten  day  period  in  August  1993  at 
the  NASA  Ames  NAFC  80  by  120  foot  tunnel  in  Mountain  View,  California.  Unsteady  pressure 
measurements,  as  well  as  acceleration  data,  were  obtained  for  sixty-three  (63)  test  conditions. 
Four  of  the  test  conditions  were  at  a  dynamic  pressure  of  20  Ibifi,  and  fifty  nine  of  the  conditions 
were  at  the  maximum  tunnel  dynamic  pressure  of  33  Ihlf^.  During  the  tests,  pressure 
measurements  were  collected  as  the  static  angle-of-attack  was  varied  through  a  range  from  20  to 
40  degrees  at  zero  sideslip.  Measurements  were  also  obtained  as  the  static  aircraft  sideslip  angle 
was  varied  from  -16  to  16  deg  at  angles-of-attack  of  both  30  and  35  deg.  Measurements  were 
taken  both  with  and  without  the  LEX  fence  deployed. 

Figure  1  shows  the  Kulite  microphone  pressure  transducer  locations  along  the  F/A-18's 
twin  vertical  starboard  tail.  The  station  number  for  each  pair  of  inside  and  outside  transducers  is 
equivalent  to  the  number  for  each  outboard  transducer.  Accelerometers  were  located  on  both 
starboard  and  port  tails  at  the  tails'  tips  close  to  the  leading  and  trailing  edges. 

At  each  test  condition,  steady  and  unsteady  pressure  data  were  each  recorded  for  30 
seconds  with  the  data  acquisition  system's  multiplexers  operating  in  the  direct  current  (DC)  and 
alternating  current  (AC)  modes,  respectively.  Seventy  two  channels  of  pressure  data  and  four 
channels  of  acceleration  data  were  recorded. 

Pressure  differential  time  histories  were  computed  for  each  pressure  transducer  pair  at 
each  location  by  subtracting  the  outer  time  history  from  the  inner  time  history.  These  data  were 
converted  to  the  frequency  domain  using  Fast  Fourier  Transform  techniques.  A  transform  size  of 
2048  resulted  in  frequency  resolution  of  approximately  4/"=  0.8  Hz.  A  Hanning  window  was 
applied  to  reduce  the  bandwidth  leakage,  and  an  average  of  22  transforms  with  a  50%  overlap 
was  used  to  increase  statistical  confidence.  Power  Spectral  Densities  (PSDs)  were  then  computed 
from  the  Fourier  transforms,  and  the  results  were  plotted  from  2  to  120  Hz.  The  total  record  time 
of  T  =  15  sec  was  determined  to  be  sufficiently  long  with  a  sampling  interval  of  A/  =  61 1.77 
[isec.  The  resulting  PSDs  may  be  found  in  Volume  III  of  this  report.  Root-mean-square  (RMS) 
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-naucer  ■.• 


i-ocation 


pressure  coefficient  differentials  were  computed  from  the  PSDs  of  the  pressure  coefficient 
differentials  by  numerical  integration. 

Following  the  wind  tunnel  test,  a  post-test  inspection  of  the  instrumentation  was 
conducted  to  evaluate  the  condition  of  each  pressure  transducer.  The  inspection  revealed  that  the 
wire  from  transducer  #26  had  severed.  All  remaining  transducers  q>peared  functional,  but  some 
were  slightly  fouled  with  residue  from  test  fogging  mixture. 

Reduction  of  the  raw  signals  from  data  also  revealed  clues  about  transducer  condition. 
Steady  and  unsteady  data  plots  reduction  confirmed  that  transducer  #26  had  been  inoperative 
during  the  entire  wind  tunnel  test.  These  pressure  plots  also  indicated  that  transducer  #22  had 
been  functional  for  only  a  portion  of  the  test  and  was  inoperative  for  data  records  66-79. 

Steady  pressure  differences  across  the  fin  determined  using  transducer  pairs  #20  and  #53 
and  #29  and  #44  appeared  to  be  inconsistent  with  the  steady  data  from  the  other  stations' 
transducers.  Unsteady  RMS  pressure  differences  across  the  fin  determined  using  transducer  pairs 
#29  and  #44  also  appeared  to  be  inconsistent  with  the  unsteady  RMS  data  from  the  other  stations' 
transducers.  Further  inspection  of  the  raw  signals  from  these  transducer  pairs  indicated  that  the 
signals  from  transducers  #20,  #53  and  #44  were  inconsistent  with  the  signals  from  the  other 
tiansdi  ccrs. 

Overall,  the  conclusion  from  evidence  gathered  during  the  post  test  inspections  and 
steady  and  unsteady  data  reduction  is  that  transducers  #26  was  nonfunctional  for  all  records, 
transducers  #20,  #44  and  #53  were  functioning  improperly  for  all  records  and  #22  was 
nonflmctional  for  data  rec^  •  .fS  66-79. 


S' 


Steady  Inside,  Outside,  and  Differential  Pressures  (/ni) 


Steady  pressures  in  terms  of  psi  are  listed  for  every  transducer 
station  each  test  condition.  Ihessures  from  each  test  condition 
are  divided  into  three  sections:  Inside,  Outside,  and  Difference. 
The  relevant  dynamic  pressure,  angle-of-attack,  angle-of-sideslip, 
and  use  of  the  LEX  fence  are  listed  above  the  pressure  tables  for 
each  test  condition. 


Record  9:  DC  0^13  Alplia-20  Bcta-0  FENCE  OFF 


Row  6  -  Tip 

-0.52653 

-0.453 

-0.387 

-0.33536 

•0.33783 

-0.3275 

Row  5 

-0.5045 

-0.43767 

-0.3751 

-0.34 

•0J049 

Row  4 

-0.4127 

-0.4006 

•0.38598 

-0.34614 

-0.3488 

-0.3535 

Row  3 

-0.3459 

-0J8S2 

•0.35996 

-0.3577 

•0.34122 

•0.32658 

Row  2 

-0.2906 

-0.34655 

-0.3667 

-0.3525 

-0.3318 

-0.3212 

Row  1  -  Root 

-0.2599 

-0J437 

•0.3548 

•OJ389 

-032996 

-0.31981 

Row  6  -  Tip 

•0.30046 

•0.341 

-0.383 

-0.3658 

•0.3493 

-0J2I4I 

Rows 

-0.36092 

•0.3845 

-0.3628 

-0.3571 

-0.3366 

•OJ344 

Row  4 

-0.3985 

-0.398 

-0.3883 

-0.3702 

-0.3572 

-0.353 

Row  3 

-0.43014 

-0.4065 

•0.4028 

•0.35085 

-0.35762 

-0.3288 

Row  2 

-0.46283 

-0.40275 

-0.3782 

-0.3706 

-0.39363 

-0.3477 

Row  I  •  Root 

-0.4685 

•0.416 

•0.4042 

-0.3881 

•0J619 

-0.3574 

Row  6  -  Tip 

-0.22607 

-0.112 

•0.004 

0.03044 

0.01147 

-0.00609 

Row  S 

-0.14358 

-0.05317 

-0.0123 

0.0171 

-0.0404 

00295 

Row  4 

-0.0142 

•0.0026 

0.00232 

0.02406 

0.0084 

-0.0005 

Row3 

0.08424 

a02l3 

0.04284 

-0.00685 

0.0164 

001022 

Row  2 

0.17223 

0.0562 

0.0115 

0.0181 

0.06183 

0.0265 

Row  1  •  Root 

0.2086 

0.0723 

0.0494 

0.04^ 

0.03194 

003739 

Record  11:  DC  Q-33  Alpha*24  Bct«-0  FENCE  OFF 


. 

CPliMIlP  .  . 

Row  6  -  .  Ip 

-0.37443 

-0.3753 

-0.3621 

-0.36676 

-0.34063 

-0.3259 

Row  5 

•0.3696 

-0.36377 

•OJ608 

-0.3337 

-0.3203 

-0.3148 

Row  4 

-0.3902 

-0.3728 

-0.37198 

-0.33724 

-0.3426 

-0.3512 

Row  3 

•0.3358 

-0.3525 

-0.33296 

-0.3636 

-0.33757 

-0.31968 

Row  2 

-0.2864 

-0.32538 

-0.3373 

-0.3335 

-0.3244 

-0.31808 

Row  1  -  Root 

-0.2705 

-0.3253 

-0.3376 

•0.3258 

-0.32076 

•0.31861 

rnliw  t 

Row  6  •  Tip 

-0.39506 

-0.351 

-0.3773 

-0.365 

-0.3356 

-0.32451 

Row  5 

•0.41262 

•0.3881 

-0.3573 

-0.3548 

-0.3291 

•0.3382 

Row  4 

-0.4286 

-0.3961 

-0.38 

-0.337 

■  -0.3489 

-0.3521 

Row  3 

-0.42674 

-0.41 1 1 

-0.3986 

-0.34695 

-0.36103 

-0.3397 

Row  2 

-0.42853 

-0.43715 

-0.4035 

-0.3828 

-0.40858 

-0.3604 

Row  1  -  Root 

-0.4365 

-0.4177 

-0.4262 

-0.4023 

-0.3698 

-0.3714 

IsS 

jfc. - •». 

CillMiNcd 

liiH 

Row  6  -  Tip 

0.02063 

-0.0243 

00152 

-0.00176 

-0.00503 

-0.00139 

Row  S 

0.04302 

0.02433 

•0.0035 

C.0211 

0.0088 

0.0234 

Row  4 

0.0384 

0.0233 

0.00802 

-0.00024 

0.0063 

0.0009 

Row  3 

0.09094 

0.0586 

0.06564 

-0.01665 

0.02346 

0.(a002 

Row  2 

0.14213 

0.11177 

0.0662 

0.0493 

0.08418 

0.04232 

Row  1  -  Root 

0.166 

0.0924 

0.0886 

0.0765 

0.04904 

0.05279 

Record  12:  DC  Q-33  Alplia-26  Beta^  FENCE  OFF 


Row  6  •  Tip 

Rows 

Row  4 
Row  2 


Row  6  -  Tip 
Row  S 
Row  4 
Row  3 
Row  2 

Row  1  -  Root 


-0.36613 

-0.3552 

-0.3537 

•0.36606 

4IISS 

-0.3711 

-0.3561 

-0.35778 

-0.33364 

4mm 

44m 

-0.2797 

-0.31662 

-0.3301 

-0.3305 

<43199 

riimnT''rir 

CMIMMI-S 

Row  6  •  Tip 
Rows 
Row  4 
Row  3 
Row  2 

Row  I  •  Root 


-0.4ISI6 

•0.42602 

-0.426 

-0.43434 

-0.44153 

-0.4471 


0.04903 

0.06432 

0.0S49 

0.I0S64 

0.16183 

0.1794 


-0.3908 

-0.3974 

-0.3975 

-0.4095 

-0.42805 

•0.42 


0.0356 

0.02903 

0.0414 

0.0673 

0.11142 

0.1055 


Record  IS:  DC  Q-33  Alplia-28  Beta-0  FENCE  OFF 


TOOBM(SiirRica 


Row  6  -  Tip 
Row  5 
Row  4 
Row  3 
Row  2 

Row  I  -  Root 


-0.36573 

-0.3647 

•0.388 

-0.3409 

-0.2973 

-0.2807 


-0.3712 

-0.36137 

-0.3653 

-0.3485 

-0.32525 

-0.3208 


•0.3909 

•0.3708 

-0.3913 

-0.4045 

-0.3979 


•0.34053 


•0.3293 


-0.343 

-0.3257 


-0.3545 


-0.32031 


-0.3792 

-0.3714 

-0.3829 

•0.37065 

-0.3991 


-0.3452 

^.3551 

-0.371 

-0.38039 

-0.42373 


-0.33541 

-0.3478 

-0.3772 

-0.3562 

-0'737 


-0.4219 

-0.4054 

-0.378 

-0.3794 

0.0372 

0.01314 

0.00467 

0.00611 

0.0177 

0.0389 

0.0305 

0.0254 

0.03352 

0.04926 

0.028 

0.0227 

0.06964 

0.00875 

0.0417 

0.03202 

0.0678 

0.0686 

0.09803 

0.05339 

0.0926 

0.0852 

0.06154 

0.06299 

''OrtMMK*  ' 

-0.3736 

•0.38236 

-0.33923 

-0.3336 

•0.361 

-0.3356 

-0.3677 

-0.3198 

-0.36288 

-0.33584 

-0.345 

-0.3574 

-0.32736 

•0.3611 

-0.3392 

-0.32288 

-0.3344 

-0.3305 

-0.3278 

-0.3225 

-0.3343 

-0.3233 

-0.32006 

-0.32211 

G«f8iMrt44(v 


Row  6  -  Tip  -0.43276 

Row  5  -0.44062 

Row  4  -0.4245 

Row  3  -0.42314 

Row  2  -0.43933 

Row  1  -  Root  -0.458 


-0.3806 

-0.4168 

-0.4155 

-0.4193 

-0.41095 

•0.4244 


-0.398 

-0.3543 

-0.4061 

•0.4185 

-0.4052 

-0.4354 


OjiMM# 


-0.3795 

-0.3741 

-0.3952 

-0.37615 

-0.4045 

-0.4101 


-0.3411 

-0.3414 

-0.3791 

-0.38771 

-0.43068 

-0.3817 


-0.33551 

-0.3504 

-0.3848 

•0.3649 

-0.3814 

-0.4284 


Row  6  -  Tip 
Row  5 
Row  4 
Row  3 
Row  2 

Row  I  •  Root 


Ci8lttdHl:’i^^4yE' 


0.06703 
0.07592 
0.0365 
0.08224 
0  14203 
0.1773 


jCMijiti 


0.0094 

0.05543 

0.0302 

0.0708 

0.0857 

0.1036 


0.0244 
-0.0067 
0.04322 
0.09114 
0.0708 
0.101 1 


-0.00286 

0.0385 

0.05936 

0.01505 

0.074 

0.0868 


0.00187 

-0.0263 

0.0341 

0.04851 

0.10288 

0  06164 


0.00191 

0.0306 

0.0274 

0.04202 

0.0589 

0.10629 


Record  17:  DC  Alpiia-30  Beta-0  FENCE  OFF 


-■jfWWWwJv- 

^  """T  HP 

Row  6  -  Tip 

-0.3SS03 

-0.3603 

-0.3543 

-0.35886 

-0.33793 

■0.3267 

vums 

4Jtm 

•4t59l^ 

Row  4 

-0.3749 

-0.3SS6 

-0.35758 

-0.33674 

-0.3472 

-0.3583 

•813195 

Row  2 

-0.2871 

-0.3207S 

-0.3344 

-0.3335 

-0.331 

i.3259 

iliiliiiiiii 

JHHJttr 

dlHHiX 

. 

WWWt>.  .  .^Ss»5 

Row  6  -  Tip 

-0.42916 

-0.3839 

-0.4031 

-0.3827 

-0.3413 

-0.32931 

Rows 

-0.44042 

-0.4198 

-0  3747 

-0.3758 

-0.3383 

-0.3433 

Row  4 

-0.441 1 

-0.4278 

-0.4165 

-0.3971 

-0.3748 

-0.3809 

Row  3 

-0.44644 

-0.4402 

-0.4363 

-0.37845 

-0.38875 

-0.3632 

Row  2 

-0.47063 

-0.4304S 

-0.4216 

-0.4232 

-0.43855 

-0.3816 

Row  1  -  Root 

-0.486 

-0.4416 

-0.4509 

-0.4323 

-0.3952 

•0.3884 

E5H1H 

Row  6  -  Tip 

0.07413 

0.0236 

0.0488 

0.02384 

0.00337 

0.00261 

Rows 

0.087S2 

0.07343 

0.0248 

0.0457 

0.013 

0.0341 

Row  4 

0.0662 

0.0722 

0.05892 

0.06036 

0.0276 

0.0226 

Row  3 

0.11184 

0.0991 

0.10924 

0.01595 

0.04683 

0.03622 

Row  2 

0.183S3 

0.1097 

0.0872 

0.0897 

0.10755 

0.0557 

Row  1  •  Root 

0.2104 

0.1212 

0.1175 

0.1074 

0.07254 

0.06«i9 

RMord  19:  DC  Q-33  Aipha-32  BeU-0  FENCE  OFF 

fNSmSSrrikai 

ruidWwT 

Row  6  rip 

-0.38703 

•0.3822 

-0.3755 

-0  36966 

-0.34683 

■0.3477 

Row  S 

-0.3704 

-0.37617 

-0J599 

-0.3357 

-0.3285 

-0.3279 

Row  4 

-0.4036 

-0.3684 

-0.36678 

-0.33934 

-0.3504 

-0.3594 

Row  3 

-0.3SSS 

-0.3617 

-0.34706 

-0.3672 

-0.34402 

-0.32628 

Row  2 

-0.3 1 S2 

-0.34188 

-0.3474 

-0.3345 

-0.3322 

-0.3261 

Row  1  -  Root 

-0.3089 

-0.3432 

-0.3489 

-0.33 

-0.32526 

-0.32471 

CdfMMil-Mt 

t  v  " 

'  iTiiiteiiiW’" 

Row  6  -  Tip 

-0.41966 

-0.38S4 

-0.4087 

-03sn 

-0.3424 

-0.33641 

Row  S 

-0.43S42 

-0.4178 

-0.3744 

•0.3822 

-0.3446 

-0.3478 

Row  4 

-0.4427 

-0.423 

-0.4154 

-0.4033 

-0.3826 

-0.3879 

Row  3 

-0.4SS24 

-0.4381 

•0.4288 

-0..19145 

-0.39591 

-0.3713 

Row  2 

-0.462S3 

-0.4324S 

•0.4281 

-0.4169 

•0.43828 

-0.3832 

Row  1  -  Root 

-0.4733 

-0.4315 

-0.4515 

-0.4283 

-0.3884 

-0.3824 

EBffli 

Row  6  -  Tip 

0.03263 

0.0032 

0.0332 

0.01804 

-0.00443 

-0.01129 

Row  S 

0.06S02 

0.04163 

0.0145 

0.0465 

0.0161 

0.0199 

Row  4 

0.0391 

0.0546 

0.04862 

0.06396 

0.0322 

0.0285 

Row  3 

0.09974 

0.0764 

0.08174 

0.02425 

0.05189 

0.04502 

Row  2 

0.14733 

0.09057 

0.0807 

0.0824 

0.10608 

0.0571 

Row  1  -  Root 

0.1644 

0.0883 

0.1026 

0.0983 

0.06314 

0.05769 

10 


Record  23:  DC  Q-33  Alplia-3«  Bcta-0  FENCE  OFF 


Row  6  •  Tip 
Row  4 
Row  2 


-0.37003 

-0.3715 


-0.3093 


Isiliiii#'-' 

SI" 

-0.3676 

-0.3619 

-0.37816 

•0.34723 

•0.3411 

•0.3513 

-0.35868 

-0.34374 

-0.3591 

-0.3697 

^:i9m 

-0.33167 

-0.3348 

-0.3375 

-0.336 

•0.3366 

41^  . 

'  '4d9ii' 

iiiiijlipiii 

Row  4 
Row  3 
Row  2 

Row  I  -  Root 


-0.4013 

-0.371 

-0.3391 

-0.3677 


-0.3696 

-0.3635 

-0.35623 

-0.3731 


-0.36918 

•0.35116 

-0.3492 

-0.3552 


Row  6  >  Tip 

•0.42526 

-0.4274 

-0.4305 

•0.4125 

Row  5 

-0.43462 

-0.4305 

-0J883 

•0.4052 

Row  4 

-0.4287 

-0.4241 

•0.4314 

-0.4262 

Row  3 

-0.44564 

•0.4291 

-0.4419 

-0.41265 

Row  2 

•0.44453 

•0.43605 

-0.4208 

-0.4309 

Row  1  -  Root 

•0.454 

•0.4223 

-0.4465 

•0.441 

liilkniiMQi 

y  .v”  " 

Row  6  -  Tip 

0.05523 

0.0598 

0.0686 

0.03434 

Row  5 

0.08012 

0.07373 

0.0403 

0.0695 

Row  4 

0.0572 

0.0728 

0.07272 

0.08246 

Row  3 

0.10354 

0.086 

0.10664 

O.OM25 

Row  2 

0.13523 

0.10438 

0.086 

0.0934 

Row  1  •  Root 

0.1359 

0.0828 

0.1032 

0.1129 

Record  26:  DC  Q-33  Aipha-40  BetaH)  FENCE  OFF 

Row  6  •  Tip 

-0.37063 

-0.3776 

-0.3728 

-0.38326 

Row  5 

-0.3737 

-0.37287 

-0.3623 

-0.3462 

-0.35104 

■0.3759 

-0.3465 

-0.3394 


•0.3696 

-0.3814 

•0.4045 

-0.41527 

-0.45153 

-0.3963 


0.02237 

0.0022 

0.0454 

0.06175 

0.11553 

0.07124 


-0.36623 

•0.3479 

•0.3666 

-0.35907 

-0.3484 

•0.33596 


•0.38921 

-0.373 

-0.4101 

-0.3924 

-0.394 

-0.3894 


0.04811 

0.0339 

0.0404 

0.04182 

0.0574 

0.03179 


-0.3636 

-0.3484 

-0.3768 

-0.34538 

-0.3467 

-0.36691 


Row  6  -  Tip 

-0.45326 

-0.4242 

-0.4536 

-0.4449 

-0.419 

Row  5 

-0.45412 

•0.4446 

•0.4041 

-0.4331 

-0.4075 

Row  4 

-0.4378 

-0.4276 

-0.4342 

-0.4499 

-0.4279 

Row  3 

-0.43804 

-0.4392 

-0.4421 

-0.  t2795 

-0.4343 

Row  2 

-0.45043 

-0.44765 

-0.4263 

-0.4463 

•0.46785 

Row  1  -  Root 

-0.4529 

-0.4314 

-0.4556 

•0.4407 

-0.4058 

By.'i,  r7TMM 

Row  6  -  Tip 

0.08263 

0.0466 

0.0808 

0.06164 

0.05277 

Row  5 

0.08042 

0.07173 

0.0418 

0.0869 

0.0596 

Row  4 

0.0365 

0.058 

0.06502 

0.09886 

0.0613 

Row  3 

0.06704 

0.0757 

0.09094 

0.05205 

0.07523 

Row  2 

O.III33 

0.09142 

0.0771 

0.0998 

0.11945 

Row  1  -  Root 

0.0852 

0.0583 

0.1004 

0.1013 

0.06984 

-0.40981 
-0.391 1 
-0.4335 
-0.4135 
-0.4169 
-0.4114 

CilMMl44l8 


0.04621 

0.0427 

0.0567 

0.06812 

0.0702 

0.04449 


Record  27:  DC  0-20  Alpha-28  Beta-0  FENCE  OFF 


Kfrirtr-Ni  V- W-  ■OsrvwS'^wJWCv 

..-'.dinnaJ 

CMiiaihA 

Row  6  -  Tip 

-0.23963 

-0.2286 

-0.2206 

-0.24386 

-0.20333 

•0.20623 

Rmtjl 

•93BO0t 

4^I9I» 

Row  4 

-0.239 

-0.21936 

-0.20938 

-0.19794 

•0.20331 

-0.2159 

ROitt  O 

^wm 

Row  2 

-0.1694 

-0.18963 

-0.193 

-0.1833 

•0.1861 

-0.18698 

44999 

4MI99* 

CUttiHlbC'^ 

Plli^ 

Row  6  -  Tip 

-0.23326 

-0.233 

-0.2485 

-0.2354 

-0.18713 

-0.21231 

Row  3 

-0.26572 

-0.2301 

-0.1972 

-0.2298 

-0.1957 

-0.2039 

Row  4 

-0.2384 

-0.231 

-0.2475 

-0.2416 

-0.2239 

-0.2288 

Row  3 

-0.27904 

-0.2667 

-0.2639 

-0.22685 

-0.23504 

-0.2175 

Row  2 

-0.27333 

-0.27603 

-0.2557 

-0.2474 

-0.2719 

-0.2227 

Row  1  -  Root 

-0.2721 

-0.2341 

■0.2TJ9 

-0.2467 

-0.2246 

-0.2264 

lEinzziz*® 

CSiAdMhdb 

Row  6  -  Tip 

-0.00637 

0.0244 

0.0279 

-0.00846 

-0.01818 

0.00608 

Rows 

0.04383 

0.02623 

•0.0194 

0.0312 

-0.002 

0.0094 

Row  4 

0.0194 

0.03144 

0.03812 

0.04366 

0.02039 

0.0129 

Row3 

0.07314 

0.0593 

0.06624 

0.00975 

0.03499 

0.02402 

Row  2 

0.10393 

0.08642 

0.0627 

0.0639 

0.0858 

0.03572 

Row  1  -  Root 

0.1243 

0.06538 

0.0784 

0.06163 

0.04074 

0.01169 

Record  30:  DC  0-20  Alpha-20  Bcta-0  FENCE  OFF 

i^dUlpHPI  iMm 

Row  6  -  Ti 

-0.21323 

-0.22804 

-0.2086 

-0.23;  ') 

-0.19563 

-0.19239 

Row  3 

-0J1I08 

-0.21067 

-0.2211 

-0.2005 

-0.1999 

-0.1932 

Row  4 

-0.2274 

-0.21528 

-0.20818 

•0.19974 

-0.20546 

-0.2153 

Row  3 

-0.1963 

-0.1913 

•0.19016 

-0.2004 

-0.19233 

-0.18078 

Row  2 

-0.1637 

-0.18403 

-0.1935 

-0.1843 

-0.1827 

-0.18734 

Row  1  -  Root 

-0.1432 

•0.18561 

•0.1984 

•0.18494 

-0.18696 

-0.18931 

Row  6  -  Tip 

•0.22846 

-0.2207 

-0.214 

-0.2063 

-0.18728 

Row  5 

-0.24912 

-0.2203 

-0.1778 

-0J081 

-0.195 

-0.1942 

Row  4 

-0.2451 

-0.2258 

-0.2231 

-0.2174 

-0.2084 

-0.1979 

Row  3 

-0.25754 

-0.2457 

-0.2509 

-0.21715 

-0.22461 

-0.203 

Row  2 

-0.25983 

-0.24163 

-0.2295 

-J.2485 

-0.2699 

-0.2116 

Row  1  -  Root 

-0.2378 

-0.2414 

-0.2669 

-0.2441 

-0.2268 

-0.2249 

C<4li4Mh4 

Row  6  -  Tip 

0.01323 

-0.00734 

0.0034 

-0.02626 

•0.00833 

•0.00098 

Row  5 

0.03804 

0.00983 

-0.0433 

0.0076 

-0.0049 

0.001 

Row  4 

0.0177 

0.01052 

0.01492 

0.01766 

0.00294 

-0.0174 

Row  3 

0.06104 

0.0344 

0.06074 

0.01675 

0.03228 

0.02222 

Row  2 

0.09413 

0.05762 

0.036 

0.064 

0.0872 

0.02426 

Row  1  -  Root 

0.1126 

0.05579 

0.0685 

0.03916 

0.03984 

0.03559 

1  V 


Rtcord  37: 


Bcta*H-l6  FENCE  OFF 


Row  6  -  Tip 

-0.40253 

-0.4001 

-0.395 

Row  4 

-0.4206 

-0.4002 

-0.42338 

iUM»3 

- 

Row  2 

-0.3613 

-0.3953 

-0.3981 

ibwal-Koot 

-<UM» 

-0.38636 


-0.38674 


-0.3725 


-0.39403 


-0.3856  -0.4001 


-0.3797 


"0.3705 


Rccvrd  40:  DC  Alpha-30  BcCa-4-10  FENCE  OFF 


Row  6  -  Tip 

-0.38343 

-0.3898 

-0.387 

-0.36966 

-0.35613 

-0.3551 

Row  5 

-0.3837 

-0.37847 

-0.3943 

-0.3616 

-0.3764 

-0.3405 

Row  4 

-0.4245 

-0.3998 

-0.41448 

-0.37324 

-0.3734 

-0.381 

Row  3 

-0.389 

-0.398 

-0.38046 

-0.3741 

-0.35962 

-0.33828 

Row  2 

-0.3604 

-0.3841 

-0.379 

-0.3525 

-0.3527 

-0.3419 

Row  1  -  Root 

-0.4007 

-0.399 

-0.381 

-0.3482 

-0.34446 

-0.33681 

m  C0tiu$mt4M 

. . 

Row  6  -  Tip 

-0.34576 

-0.3624 

-0.3664 

-0.3535 

-0.3191 

-0.32671 

Row  5 

-0.38752 

-0.3785 

-0.3434 

-0.3591 

-0.3194 

-0.3243 

Row  4 

-0.4066 

-0.3953 

-0.3713 

-0.336 

-0.341 

-0.3461 

Row  3 

-C.42514 

-0.4058 

-0.3i57 

-J.32875 

-0.35159 

-0.324 

Row  2 

-0.42333 

-0.41785 

-0.3806 

-0.3648 

-0.4126 

-0.3302 

Row  1  -  Root 

-0.3964 

-0.4048 

-0.4244 

-0.3805 

-0.349 

-0.3384 

I’nrJT"^  .TTTTiT^ 

CMMMIjl 

OiUMMlS  * 

Row  6  -  Tip 

■omisi 

-0.0274 

-0.0206 

-0.01616 

-0.03703 

-0.02839 

Rows 

0.00382 

0.00003 

-0.0509 

-0.0025 

-0.057 

-0.0162 

Row  4 

-0.0179 

-0.0045 

-9.04318 

-0.03724 

-0.0324 

-0.0349 

Row  3 

0.03614 

0.0078 

0.00524 

-0.04535 

-0.00803 

-0.01428 

Row  2 

0.06293 

0.03375 

0.0016 

0.0123 

0.0599 

-0.0117 

Row  1  -  Root 

-0.0043 

0.0058 

0.0434 

0.0323 

0.00454 

0.00159 

Record  41:  DC  <^33  Alplia-30  Beta-t^  FENCE  OFF 


Row  6  -  Tip 

•0.42963 

•0.4241 

-0.4017 

-0.37276 

-0.36183 

•0.3496 

ifellMtf 

•(Mm 

•(Mm 

•8jm 

-ft3m 

Row  4 

-0.4479 

-0.418 

-0.42118 

-0.36954 

-0.3708 

-0.3705 

A.4m 

•4um< 

Row  2 

-0  3637 

-0.38373 

-0.3827 

-0.3553 

-0.3551 

-0.3366 

€|Piieii.Swil!^ 

(DIIrMkJI 

. 

Row  6  -  Tip 

•0.41266 

-0.3939 

•0.4003 

-0.3761 

-0.3364 

-0.34061 

Row  3 

•0.4IS32 

-0.4021 

-0.3705 

-0.3872 

-0.3553 

•0.3418 

Row  4 

•0.4166 

-0.4123 

-0.3989 

-0.3827 

-0.3714 

-0.3604 

Row  3 

-0.42304 

-0.427 

-0.4095 

-0.33685 

-0.37886 

-0.3477 

Row  2 

•0.42873 

-0.42995 

-0.4137 

-0.389 

-0.43947 

-0.3576 

Row  1  •  Root 

-0.4133 

-0.4164 

-0.4377 

-0.3973 

-0.365 

-0.3594 

Crtwwl 

(QilMMNfc. 

Row  6  -  Tip 

-0.01697 

-0.0302 

•0.0012 

0.00334 

-0.02543 

•0.00899 

Row  3 

•0.00408 

-0.01197 

-0.0376 

0.028 

-0.0086 

0.0047 

Row  4 

-0.0313 

-0.0037 

-0.02228 

0.01316 

0.0006 

-0.0101 

Row3 

0.02144 

0.018S 

0.01994 

-0.03425 

0.01651 

0.01532 

Row  2 

0.06303 

0.04422 

0.031 

0.0333 

0.08438 

0.021 

Row  1  •Root 

0.0324 

0.0284 

0.0382 

0.0512 

0.02544 

-OlOOMt 

Record  44:  DC  Q-33  Alpha-30  Beta»^  FENCE  OFF 

iliiiiiilii 

Row  6  -  Ti(^ 

-0.39233 

-0.3944 

-0.3861 

•0.36806 

-0.35523 

-0.3468 

Row  3 

-0.3833 

-0.38727 

-0.3849 

-0.3515 

-0.4132 

-0.3444 

Row  4 

-0.4142 

-0.3892 

-0.39678 

-0.36334 

-0.3694 

-0.3715 

Row  3 

-0.3726 

-0.3775 

-0.37116 

-0.3834 

•0.36365 

-0.34628 

Row  2 

-0.3403 

-0.36362 

-0.3693 

-0.3495 

-0.3535 

-0.3379 

Row  1  -  Root 

-0.3303 

-0.3674 

-0.3706 

-0.3444 

-0.33906 

•0.36201 

dHiiiiMiiil 

CtiWMlt 

Row  6  -  Tip 

-0.40376 

-0.3782 

-0.4064 

-0.3901 

-0.3481 

-0.35231 

Row  3 

-0.42642 

-0.4234 

-0.387 

-0.3965 

-0.3506 

-0.3498 

Row  4 

-0.4409 

-0.4354 

-0.4181 

-0.3924 

-0.3818 

-0.369 

Row  3 

-0.43264 

-0.4302 

-0.4365 

-0.37693 

-0.39313 

-0.3557 

Row  2 

-0.46893 

-0.47755 

-0.4332 

-0.4113 

-0.45805 

-0.3729 

Row  1  •  Root 

-0.4338 

-0.4418 

-0.4581 

-0.4324 

-0.3964 

-0.3854 

«<*  aw8<>««wBWBWI 

:i 

HHHI 

Row  6  -  Tip 

0.01323 

-0.0162 

0.0203 

0.02204 

-0.00713 

0.00551 

Row  3 

0.04092 

0.03613 

0.0021 

0.043 

-0.0626 

0.0054 

Row  4 

0.0267 

0.0462 

0.02132 

0.02906 

0.0124 

-0.0025 

Row  3 

0.08004 

0.0727 

0.06534 

-0.00645 

0.02948 

0.00942 

Row  2 

0.12863 

0.11393 

0.0639 

0.0618 

0.10255 

0.035 

Row  I  •  Root 

0.1035 

0.0744 

00875 

QMS 

0.05734 

0.02339 

Record  45:  DC  Q-JJ  Aiplia«30  Bc<a-+2  FENCE  OFF 


Row  6  -  Tip 

-0.39873 

-0.3831 

-0.37196 

-0.35373 

-0.3456 

<0.3tai3 

Row  4 

-0.4006 

-0.3722 

-0.38658 

-0.35424 

-0.36 

-0.3606 

8^3 

mm' 

Row  2 

-0.3201 

-0.34782 

-0.3589 

-0.3445 

-0.3543 

-0.335 

IBH* 

Row  6  -  Tip 

-0.42566 

-0.424 

-0.4304 

-0.4017 

-0.3567 

-0.37491 

Row  5 

-0.42662 

-0.4275 

-0.405 

-0.4135 

-0.3608 

-0.3545 

Row  4 

-0.4471 

-0.4441 

-0.4328 

-0.4182 

-0.4026 

-0.3878 

Row  3 

-0.48164 

-0.459 

-0.4523 

-0.39805 

-0.41294 

•0.3761 

Row  2 

-0.47843 

•0.48165 

-0.4457 

-0.4325 

-0.47502 

-0.3917 

Row  1  •  RooC 

•0.4526 

-0.4422 

-0.4602 

-0.4434 

-0.4081 

•0.4044 

iSHH 

Row  6  -  Tip 

0.02693 

0.0409 

0.0586 

0.02974 

0.00297 

0.02931 

Row  5 

0.04412 

0.05683 

0.0321 

0.0716 

-0.0454 

0.0165 

Row  4 

0.0465 

0.0719 

0.04622 

0.06396 

0.0426 

0.0272 

Row  3 

0.12304 

0.0939 

a09174 

0.01845 

0.05427 

0.03532 

Row  2 

0.15833 

0.13383 

0.0868 

0.088 

0.12073 

0.0567 

Row  1  •  Root 

0.134 

0.095 

0.0994 

0.1016 

0.06994 

0.04019 

Record  48:  DC  Q>33  Alpha*30  BetaH)  FENCE  OFF 

B?55W 

dlMNdl^ 

iiiiReaiil 

CtllMHNMt 

Row  6  -  Tip 

-0.39213 

-0.3708 

-0.3693 

-0.37726 

-0.35773 

-0.3474 

Row  S 

-0.3845 

-0.38337 

-0.3873 

-0.3512 

•0.4102 

-0.3419 

Row  4 

-0.4288 

-0.3969 

-0.39968 

-0.36464 

-0.3665 

-0.3683 

Row  3 

-0.3756 

-0.3784 

-0.36796 

-0.382 

-0.36232 

-0.34518 

Row  2 

-0.3264 

-0.35305 

-0.3625 

-0.3445 

-0.3556 

-0.3362 

Row  I  -  Root 

-0.315 

-0J449 

-0.3607 

-0.3386 

-0.33616 

-0.36421 

isiiiiMlljt 

C6tilMl4 

Row  6  -  Tip 

-0.44736 

-0.4206 

-0.4251 

-0.4047 

-0.3597 

-0.36081 

Row  S 

-0.43522 

-0.4265 

-0.3949 

-0.4193 

-0.3694 

-0.3667 

Row  4 

-0.4371 

-0.4297 

-0.4231 

-0.4154 

-0.4046 

-0.3913 

Row  ^ 

-0.46764 

-0.443 

-0.4299 

-J,.^9335 

-0.41339 

-0.3816 

Row  2 

-0.46743 

-0.45685 

-0.4226 

-0.4246 

-0.47403 

-0.4016 

Row  1  -  Root 

-0.4592 

-0.4231 

-0.4504 

-0.4365 

-0.4072 

-0.4454 

Row  6  -  Tip 

0,05523 

0.0498 

0.0558 

0.02744 

0.0019'’ 

0.01341 

Row  3 

0.05072 

0.04313 

0.0076 

0.0681 

-0.0408 

0.0248 

Row  4 

00083 

0.0328 

002342 

0.05076 

0.0381 

0.023 

Row  3 

0.09204 

0.0646 

0.06194 

0.01135 

0.05107 

0.03642 

Row  2 

0  14103 

0  1038 

0.0601 

0.0801 

0.11843 

0.0654 

Row  1  -  Root 

0.1442 

0.0782 

0.0897 

0.0979 

0.07104 

0.08119 

Record  49:  DC  (^33  AIpko-JO  Bcta«-2  FENCE  OFF 


Row  6  -  Tip 

•0.38393 

-0.3748 

-0.3661 

•0.37386 

-0.33673 

•0.3434 

•QStm 

,  ; . :;mI 

Row  4 

•0.4089 

-0.3793 

-0.38788 

•0.36234 

-0.3697 

-0.3735 

Row  2 

•0.293 

•0.33583 

-0.3343 

-0.3433 

-0.3382 

-0.3394 

,42^' 

••  • 

Row  6  •  Tip 

-0.44146 

-0.4207 

-0.4261 

•0.4081 

-0.3639 

-0.38681 

Row  S 

•0.44362 

-0.4273 

-0J929 

-0.4191 

-0.3877 

-a3732 

Row  4 

-0.4414 

-0.4285 

-0.4225 

-0.4109 

-0.4077 

•0.4021 

Row  3 

-0.47104 

-0.4366 

-0.4333 

-0.39713 

-0.41343 

-0.381 

Row  2 

-0.47773 

-0.45833 

-0.4262 

•0.431 

-0.47388 

-0.4032 

Row  1  •  Root 

•0.4613 

-0.4283 

-0.433 

-0.4487 

-0.4114 

-0.4434 

HWlHi 

Row  6  •  Tip 

0.03733 

0.0439 

0.06 

0.03424 

0.00717 

0.04141 

Row  5 

0.06342 

0.03443 

0.0149 

0.0688 

-0.0253 

0.0264 

Row  4 

0.0323 

0.0492 

0.03462 

0.04836 

0.038 

0.0286 

Row  3 

0.12134 

0.0783 

0.07934 

0.01733 

0.05164 

0.033^ 

Row  2 

0.18273 

0.1223 

0.0719 

0.0833 

0.11768 

0.0638 

Row  1  -  Root 

0.189 

0.0923 

0.0914 

0.1039 

0.07024 

0:07729 

Record  52:  DC  Q-JJ  Alpiie«>JO  BeCo--4  PENCE  OFF 

...  .  ...... 

CM8HMi4 

Row  6  •  1  ip 

-0.33453 

-0.3642 

-0.3722 

-0.37616 

-0.37043 

•0.3383 

Row  3 

-0.3647 

-0.36327 

-0.3794 

-0.3575 

-0.378 

•0.3313 

Row  4 

-0.3678 

-0.3631 

•0.38248 

-0.36664 

-0.3705 

-0.3718 

Row  3 

-0.3127 

-0.3381 

-0.35616 

-0.3817 

-0.36274 

-0J3738 

Row  2 

-0.2527 

-0.31935 

-0.3563 

-0.3525 

-0.3612 

-0.343 

Row  1  •  Root 

-0.2403 

-0.3311 

-0.3674 

-0.3499 

-0.35286 

-0.34871 

ommmmmrn 

Row  6  -  Tip 

-0.47016 

•0.4361 

-0.4329 

-0.4081 

-0.3646 

-0.36921 

Row  5 

-0.46232 

-0.4339 

-0.3939 

-0.4139 

-0.3687 

-0.3703 

Row  4 

-0.4519 

-0.4346 

-0.4233 

-0.4219 

-0.4098 

-0.3913 

Row  3 

-0.48834 

-0.4494 

-0.4293 

-0.40075 

-0.41704 

-0.3836 

Row  2 

-0.47843 

-0  17505 

-0.4223 

•0.4287 

-0.47203 

-0.395 

Row  1  -  Root 

•0.4636 

-0.4475 

-0.4373 

-0.4382 

-0.4066 

•0.4414 

rftlijX’TT 

Row  6  -  Tip 

0.11563 

0.0719 

0.0607 

0.03194 

•0.00383 

0.01091 

Row  5 

0.09762 

0.07063 

0.0145 

0.0584 

•0.0093 

0.0188 

Row  4 

0.0841 

0.0715 

0.04082 

0.05526 

0.0393 

0.0195 

Row  3 

0.17564 

0.1113 

0.07314 

0.01905 

0.0543 

0.04802 

Row  2 

0.22573 

0.1555 

0.066 

0.0762 

0.1 1083 

0.052 

Row  1  -  Root 

0.2233 

0.1164 

0.0899 

0.0883 

0.05374 

0.09269 

Record  S3:  DC  Q-33  Alplia-30  Bcta--tO  FENCE  OFF 


QdMWftl'::.'::. 

Cdhatof- 

Row  6  -  Tip 

-0.30733 

-0.3356 

-0.3632 

-0.38426 

-0.39663 

-0.3621 

isiiip;::: 

•ftjKISi 

*0.3  IW 

•433S9f 

,.4111 

Row  4 

-0.2708 

-0.3256 

-0.37928 

-0.37094 

-0.3705 

-0.3744 

*0JI9i 

•43«m 

Row  2 

-0.2172 

-0.31455 

-0.3747 

-0.3635 

-0.3668 

-0.3431 

Ml’ftaot 

•41331^ 

QtnffMIMMi 

Row  6  •  Tip 

-0.48806 

-0.4456 

-0.4539 

-0.4287 

•0.4017 

-0.40551 

Row  5 

-0.48622 

-0.443 

-0.3984 

-0.4186 

-0.3919 

-0.3809 

Row  4 

-0.4798 

-0.456 

-0.4382 

-0.4154 

-0.4059 

-0.3942 

Row  3 

-0.30614 

-0.4863 

-0.4443 

-0.39735 

-0.40839 

-0.3785 

Row  2 

-0.53613 

-0.52905 

-0.449 

-0.4188 

-0.4S183 

-0.38 

Row  1  •  Root 

-0.6072 

-0.5608 

-0.4899 

-0.4153 

-0.3744 

-0.3764 

■  0  i  >  ^  '  *  <  V  .  ^  iSSKW 

Row  6  •  Tip 

0.18073 

0.11 

0.0907 

0.04444 

0.00607 

0.04341 

Row5 

0.22264 

0.12323 

0.038 

0.0566 

0.0087 

0.0259 

Row  4 

0.209 

0.1304 

0.05892 

0.04446 

0.0354 

0.0198 

Row  3 

0.27624 

0.1665 

0.08(a4 

-0.00005 

0.04112 

0.04412 

Row  2 

0.31893 

0.2145 

0.0743 

0.0553 

0.08503 

0.0369 

Row  1  •  Root 

0.3947 

0.2143 

0.0961 

0.0554 

0.01824 

0.00319 

Record  S6:  DC  <>*33  Alphaa>30  Bcta»- 

16  FENCE  OFF 

CdlRMkd 

Row  6  -  Tip 

-0.35173 

-0.3603 

-0.3913 

-0.39266 

-0.39913 

-0.3651 

Row  5 

-0.3398 

-0.37747 

-0.4052 

-0.3806 

-0.4412 

-0.3709 

Row  4 

-0.3886 

-0.4072 

-0.42888 

-0.39894 

-0.3929 

-0.3864 

Row  3 

-0.3674 

-0.4071 

-0.41776 

-0.4288 

-0.39472 

-0.36758 

Row  2 

-0.3558 

-0.40518 

-0.4236 

-0.3945 

-0.3896 

-0.3729 

Row  1  •  Root 

-0.3921 

-0.4342 

-0.4388 

-0.3963 

-0.39076 

-0.40701 

rtrhwMti 

mm 

Row  6  -  Tip 

-0.51386 

-0.4533 

-0.4433 

-0.4112 

-0.3856 

-0.38281 

Row  5 

-0.49522 

-0.4391 

-0.3666 

-0.4055 

-0.3821 

-0.3613 

Row  4 

-0.4741 

-0.4211 

-0  4053 

-0  3998 

-0.4029 

-0.3746 

Row  3 

-0.46394 

-0.4193 

--.■»03/ 

-0.J7045 

-0.39164 

-0.361 

Row  2 

-0.44643 

-0.43825 

-0.3929 

-0.392 

-0.4322 

-0.3706 

Row  1  •  Ro(M 

-0.4303 

-0.4046 

-0.4202 

-0.3922 

-0.3646 

-0.3674 

'  ^ 

Row  6  -  Tip 

0.16213 

0.093 

0.052 

0.01854 

-0.01353 

0.01771 

Row  5 

0.1554' 

0.06163 

-0.0386 

0.0249 

-0.0591 

-0.0096 

Row  4 

0.0855 

0.0139 

-0.02358 

0.00086 

0.01 

-0.0118 

Row  3 

0.09654 

0.0122 

-0.01406 

-0.05835 

-0.00308 

-0.00658 

Row  2 

0,09063 

0.03307 

-0.0307 

-0.0025 

0.0426 

-0.0023 

Row  1  -  Root 

0.0382 

-0.0296 

-0.0186 

-0.0041 

-0.02616 

-0.03961 

Record  57:  DC  Q>33  Alplie«30  BeU=^  FENCE  OFF 


Catiiw  T 

Crt—al . 

Calii«w4 

Row  6  -  Tip 

-0.3S993 

-0.3644 

-0.3744 

-0.39716 

-0.38283 

-0.3639 

fl/emS 

^3327 

4l4m 

Row  4 

-0.3  ISS 

-0.3311 

-0.37108 

-0.36754 

-0.3727 

-0.3771 

i^3 

Row  2 

-0.2077 

-0.29377 

-0.3524 

-0.3515 

-0.3646 

-0.3321 

Rwk!  *Raot 

CSeliiiiRi.,  . 

€3hliiliK31 

<SrtMiR4 

Row  6  -  Tip 

•0.48766 

-0.4547 

-0.4499 

-0.4343 

-0.4054 

-0.41371 

Row  5 

-0.49042 

•0.4388 

-0.3945 

-0.4353 

-0.4084 

•a388 

Row  4 

-0.4769 

-0.4269 

-0.4156 

-0.4254 

-0.4191 

-0.4067 

Row  3 

-0.30904 

-0.4355 

-0.423 

-0.39935 

-0.42079 

-0.3946 

Row  2 

-0.S04S3 

-0.48595 

-0.4287 

-0.4298 

-0.47013 

-0.4007 

Row  1  -  Root 

-0.484 

-0.4629 

-0.4631 

-0.4417 

-0.4062 

-0.4044 

EHHHI 

Row  6  *  Tip 

0.12773 

0.0903 

0.0755 

0.03714 

0.02237 

0.04781 

Rows 

0.16772 

0.09913 

0.0298 

0.0808 

-0.0138 

0.0348 

Row  4 

0.1614 

0.0958 

0.04452 

0.05786 

0.0464 

0.02% 

Raw3 

0.26324 

0.1467 

0.07514 

0.01 105 

0.05142 

0.04272 

Row  2 

0.29683 

0.19017 

0.0763 

0.0783 

0.10553 

0.0486 

Row  1  •  Root 

0.2933 

0.1487 

0.0936 

0.0942 

0.05574 

0.03059 

Record  61:  DC  Q>‘33  Alpha-35  Bcta-^16  FENCE  OFF 

CdfMmE 

Row  6  Tip 

-0.43283 

-0.4305 

-0.4237 

-0.430% 

-0.41133 

•0.4083 

Rows 

-0.4102 

-0.41317 

-0.423 

-0.401 

-0.4242 

-0.4052 

Row  4 

-0.4S.'(3 

-0.4247 

•0.44078 

-0.40454 

-0.4094 

-0.4289 

Row  3 

-0.4038 

-0.4241 

-0.425% 

-0.4321 

-0.40879 

-0.40068 

Row  2 

-0.3782 

•0.41148 

-0.4184 

-0.3815 

-0.393 

-0.38% 

Row  1  •  Root 

-0.4157 

-0.4232 

-0.427 

-0.3902 

-0.391% 

-0.41051 

C6lMMIl4^ 

ClAMHkt 

Row  6  -  Tip 

-0.39476 

-0.3806 

-0.3804 

-0.3535 

-0.29732 

-0.34171 

Row  5 

-0.40432 

-0.3892 

-0.3388 

-0.3575 

-0.3337 

-0.3313 

Row  4 

-0.421 

-0.4024 

-0.3768 

-0.3658 

-0.3923 

-0.3601 

Row  3 

-0.45494 

-0.4277 

-0.3989 

-0.35335 

-0.3795 

-0.352 

Row  2 

-0.45483 

-0  46395 

-0.4095 

-0.375 

-0.42035 

-0.3528 

Row  1  -  Root 

-0.4247 

-0.4276 

-0.4368 

-0.3937 

-0.368 

-0.3644 

DlFiEiUlliCE 

HBBHI 

Row  6  -  Tip 

-0.03807 

-0.0499 

-0.0433 

-0.07746 

-0.11401 

-0.06659 

Row  5 

-0.00588 

-0.02397 

-0.0862 

-0.0435 

-0.0905 

-0.0739 

Row  4 

-0.0343 

-0.0223 

-0.06398 

-0.03874 

-0.0171 

-0.0688 

Row  3 

0.04914 

0.0036 

-0.02706 

-n.07875 

-0.02929 

-0.04868 

Row  2 

0.07663 

0.03247 

-0.0089 

-0.0065 

0.02735 

-0.0368 

Row  1  -  Root 

0.009 

0.0024 

0.0098 

0.0035 

-0.02396 

-0.04611 

Record  63:  DC  Q-33  Alpha-35  B«U-+IO  FENCE  OFF 


CMHMk’J  .  . 

Row  6  -  Tip 

-0.41743 

-0.3987 

-0.4091 

-0.38366 

-0.36823 

-0.359 

4;3ili 

•ViePWlW 

mm 

Row  4 

-0.433 

-0.3992 

-0.40748 

■0.37094 

-0.3755 

-0.3784 

:;:-:v'vSWWWW3Px¥: 

Row  2 

-0.3S84 

-0.38077 

-0.3779 

-0.3485 

-0.3571 

-0.3475 

■iliplliiiliiii 

l  lfti 

Ak3m 

4k3ti1 

•03m 

c/wnV  .-JcoccqQOocCc 

Row  6  -  Tip 

-0.43636 

•0.39 

-0.403 

-0.3747 

-0.3181 

-0.32961 

Row  S 

-0.43322 

-0.4209 

-0.3699 

-0.3797 

-0.3514 

•0.3406 

Row  4 

-0.4361 

-0.4236 

-0.4101 

-0.3845 

-0.3796 

-0.3597 

Row  3 

-OM27A 

-0.4424 

-0.427 

-0.37235 

-0.38688 

-0.3524 

Row  2 

-0.43563 

-0.46965 

-0.4387 

-0.4079 

-0.44318 

-0.3682 

Row  I  -  Root 

-0.4096 

-0.4266 

-0.4564 

-0.4244 

-0.3883 

-0.3754 

:  S  .i  ■'  '  5 

Row  6  -  Tip 

0.01893 

-0.0087 

-0.0061 

-0.00896 

-0.05013 

-0.02939 

Row  5 

0.04162 

0.04083 

-0.0312 

0.0166 

-0.0788 

-0.0041 

Row  4 

0.0031 

0.0244 

0.00262 

0.01356 

0.0041 

-0.0187 

Row  3 

0.06004 

0.0479 

0.04534 

-0.02405 

0.02044 

0.01562 

Row  2 

0.07723 

0.08888 

0.0608 

0.0594 

0.08608 

0.0207 

Row  1  'Root 

0.0214 

0.0343 

0.0753 

0.0775 

0.03334 

0.00039 

Record  66:  DC  Q-33  Alpha-3S  Beta-f6  FENCE  OFF 

CttMini 

•xflWWWwIwIfc*:-:-:  ••.• 

Row  6  -  Tip 

-0.39933 

-0.3969 

-0.3983 

-0.38226 

-0.36773 

-0.3566 

Row  3 

-0.393 

-0.38%7 

-0.3964 

-0.3627 

-0.4232 

-0.3522 

Row  4 

-0.4371 

-0.403 

-0.40908 

-0.37174 

-0.3816 

-0.3763 

Row  3 

-0.3866 

-0.3919 

-0.37926 

-0.3944 

-0.36812 

-0.33828 

Row  2 

-0.3614 

-0.3801 

-0.3814 

-0.3495 

-0.3582 

-0.3404 

Row  1  -  Root 

-0.3929 

-0.3857 

-0.3817 

-0.3439 

-0.35106 

-0.36911 

oursmftSwfiMo 

rthiiRifc^ 

Row  6  -  Tip 

-0.43786 

-0.4249 

-0.4238 

y.3929 

-0.3291 

-0.33981 

Row  5 

-0.42462 

-0.4319 

-0.3954 

-0.3976 

-0.3494 

-0.3519 

Row  4 

-0.4327 

-0.4299 

-0.425 

-0.4061 

-0.3945 

-0.3723 

Row  3 

-0.43674 

-0.4429 

-0.4342 

-0.38<;55 

-0.401 

-0.J693 

Row  2 

-0.43613 

-0.44255 

-0.4387 

-0.4248 

-0.45965 

-0.381 

Row  1  -  Root 

-0.4044 

-0,4203 

-0.4597 

-0.4467 

-0.4063 

-0.3874 

BiPWilW 

OtRMMti-'TE 

Row  6  -  Tip 

0.03853 

0.028 

0.0255 

0.01064 

-0.03863 

-0.01679 

Row  S 

0.03162 

0.04223 

-0.001 

0.0349 

-0.0738 

-0.0003 

Row  4 

-0.0044 

0.0269 

0.01592 

0.03436 

0.0129 

-0.004 

Row  3 

0.05014 

0.051 

0.05494 

-0.01385 

0.03288 

0.03102 

Row  2 

0.07473 

0.06245 

0.0573 

0.0753 

0.10145 

0.0406 

Row  1  -  Root 

0.0115 

0.0346 

0.078 

0.1028 

0.05524 

0.01829 

Record  67:  DC  0-33  Alpha-35  Beta-^4  FENCE  OFF 


Row  6  •  Tip 

-0.41303 

-0.399 

-0.3941 

-0.39046 

-0.36113 

-0.3637 

RomtS 

Row  4 

-0.4356 

-0.3906 

-0.40128 

-0.36734 

-0.376 

-0.3727 

:Hm3 

'Cyngit 

A$tm 

Row  2 

-0.3545 

-0  3698 

-0.3709 

-0.3435 

-0.3591 

-0.3427 

iiiiiiMiiii 

GiiinnS 

Row  6  -  Tip 

-0.42576 

-0.4254 

•0.4269 

•0.4093 

-0.3533 

-0.36091 

Row  5 

-0.43212 

-0.424 

-0.3967 

-0.4172 

-0.3703 

•0.365 1 

Row  4 

-0.4371 

-0.4241 

-0.4178 

-0.4268 

-0.4157 

-0.3966 

Row  3 

-0.44264 

-0.4443 

-0.42614 

-0.40385 

-0.41848 

-0.3846 

Row  2 

-0.44103 

-0.47075 

-0.4386 

-0.4303 

-0.46975 

-0.3982 

Row  I  -  Root 

-0.4257 

•0.4341 

•0.4623 

-0.4416 

•0.4088 

-0.4004 

cmmt.... 


Row  6  -  Tip 

0.01073 

0.0264 

0.0328 

0.01884 

-0.00783 

-0.00279 

Raw5 

0.03422 

0.03883 

0.0017 

0.0575 

-0.0539 

0.0122 

Row  4 

0.0015 

0.0335 

0.01652 

0.05946 

0.0397 

0.0239 

Row3 

0.05994 

0.0585 

0.05258 

0.01175 

0.04963 

0.03642 

Row  2 

0.08653 

0.10095 

0.0677 

0.0868 

0.11065 

0.0555 

Row  1  -  Root 

0.061 

0.0661 

o.om 

0.1049 

0.06904 

0.03M9 

Record  70:  DC  Q«33  Alpha-35  Beta-*2  FENCE  OFF 

fiOSIWItSofRMi  .. 

CMKMkt4J^ 

... 

Row  6  -  Tip 

-0.39633 

-0.3%3 

-0.3933 

-0.38366 

•0.37033 

-0.3617 

Row  5 

-0.3982 

-0.39227 

-0.3933 

-0.3561 

•0.4222 

-0.3543 

Row  4 

-0.4351 

-0.3945 

-0.3%98 

-0.36394 

-0.3762 

-0.3739 

Row  3 

-0.3661 

-0.3748 

-0.36716 

-0.3935 

-0.36747 

-0.33708 

Row  2 

-0.3349 

-0.3541 

-0.3556 

-0.3445 

-0.3631 

-0.3455 

Row  1  •  Root 

-0.3471 

-0.3511 

-0.3653 

-0.3373 

-0.34316 

-0.37201 

OmSONIMMO 

Row  6  -  Tip 

-0.41836 

-0.4085 

-0.4461 

-0.4226 

-0.3663 

-0.39351 

Row  5 

-0.43822 

-0.4382 

-0.4114 

-0.4288 

-0.3813 

-0.3735 

Row  4 

-0.4396 

-0.436 

-0.4308 

-0.4292 

-0.4255 

•0.4108 

Row  3 

-0.45434 

-0.4524 

^  <3604 

40985 

-0.42806 

-0.3955 

Row  2 

-0.46813 

-0.45155 

-0.4511 

-(1.4414 

-0.48138 

-0.4073 

Row  1  -  Root 

-0.451 

-0.4399 

-0.4732 

-0.4533 

-0.4247 

-0.4614 

:>^::$CdtBalll2 

Row  6  -  Tip 

0.02203 

0.0122 

0.0528 

0.03894 

-0.00403 

0.03181 

Row  5 

0.04002 

0.04593 

0.0181 

0.0727 

-0.0409 

0.0192 

Row  4 

0.0045 

0.0415 

0.03382 

0.06526 

0.0493 

0.0369 

Row  3 

0.08824 

0.0776 

0.06888 

0.01635 

0.06059 

0.05842 

Row  2 

0.13323 

0.09745 

0.0955 

0.0969 

0.11828 

0.0618 

Row  1  •  Root 

0.1039 

0.0888 

0.1079 

0.116 

0.08154 

0.08939 

-VO 


Record  71:  DC  <>33  Alpha-35  Bcta-0  FENCE  OFF 


maamsrnmrn 

- ^-iK 

CMmrS 

Row  6  -  Tip 

•0.40023 

-0.3895 

-0.386 

-0.38196 

-0.35753 

-0.3471 

Rows 

•ojmr 

•^39m 

Row  4 

-0.4252 

-0.3815 

-0.39068 

-0.36314 

-0.3758 

-0.3746 

Raw3 

Row  2 

-0.342 

-0.35653 

-0.3591 

-0.3435 

-0.3633 

-0.3425 

RaMrt'*lloel 

4k3SRS 

4asm 

Cihioio  m 

CMmmiI 

...  Oll!l««fc.» . 

CMhknHi' 

Row  6  -  Tip 

-0.44S06 

-0.4137 

-0.4467 

-0.4183 

-0.3606 

-0.38471 

Row  S 

-0.45382 

-0.446 

•0.4184 

-0.4242 

-0.3804 

-0.3758 

Row  4 

-0.4561 

-0.4391 

-0.4408 

-0.4316 

-0.4217 

-0.4065 

Row  3 

-0.48294 

•0.4604 

•0.43909 

-0.41075 

-0.42464 

-0.3943 

Row  2 

-0.48803 

-0.48085 

-0.4444 

-0.4356 

-0.47183 

-0.4019 

Row  1  •  Root 

-0.4769 

•0.4482 

-0.4671 

-0.4401 

-0.40S5 

-0.4444 

mnwuam.  ciawMtyif  iThiwMii  rmm0' 


Row  6  -  Tip 

0.04783 

0.0242 

0.0607 

0.03634 

0.00307 

0.03761 

Row  5 

0.06402 

0.06983 

0.0346 

0.0733 

-0.0368 

0.02S3 

Row  4 

0.0309 

0.0576 

0.05012 

0.06846 

0.0459 

0.0319 

Row  3 

0.10774 

0.0879 

0.07663 

0.02125 

0.QS442 

0.04202 

Row  2 

0.14603 

0.12432 

0.0853 

0.0921 

0.10853 

0.0594 

Row  1  •  Root 

0.1456 

0.0957 

0.0999 

0.1012 

0.06094 

0.07249 

Record  74:  DC  (>33  Alpha«>3S  Bcta»-2 

FENCE  OFF 

Row  6  -  Tip 

-0.36443 

-0.3631 

-0.3793 

•0.36606 

-0.36153 

-0.3538 

Row  5 

-0.3554 

-0.35717 

-0.369 

-0.3484 

-0.4182 

-0.354 

Row  4 

-0.3876 

-0.358 

-0.37708 

-0.36384 

-0.3771 

-0.3775 

Row  3 

-0.3401 

•0.3482 

-0.35246 

-0.3855 

-0.36972 

-0.35498 

Row  2 

-0.3018 

-0.33113 

-0.3492 

-0.3405 

-0.3613 

-0.3405 

Row  1  -  Root 

-0.2841 

-0.3253 

-0.3579 

-0.3321 

-0.34046 

-0.36821 

otnsincswtM* 

C4lMMl4Jt 

CdtMWi^ 

iSfehriMt'A.. 

CMNMMtS'' 

i  Ft 

Row  6  -  Tip 

-0.46746 

-0.451 

-0.4524 

-0.4272 

-0.3734 

-0.37541 

Row  5 

-0.44832 

-0.4412 

•0.4081 

-0.4287 

-0.3873 

-0.3809 

Row  4 

-0.445 

-0.4346 

-0.4294 

-0.4307 

-0.4241 

-0.4059 

Rov,  3 

-0.47044 

-0.4484 

-0.43171 

-0.41475 

-0.42736 

-0.3988 

Row  2 

-0.47273 

-0.46675 

-0.4343 

-0.4391 

-0.47178 

-0.399 

Row  1  •  Root 

-0.4682 

-0.4398 

-0.455 

-0.4361 

-0.4041 

-0.4434 

’^CSlijiaiW 

Cditiiiijijy^ 

C^MWld 

Row  6  -  Tip 

0.10303 

0.0879 

0,0731 

0.06114 

0.01187 

0.02161 

Row  5 

0.09292 

0.08403 

0.0391 

0.0803 

-0.0309 

0.0269 

Row  4 

0.0574 

0.0766 

0.05232 

0.06686 

0.047 

0.0284 

Row  3 

0.13034 

0.1002 

0.07925 

0.02925 

0.05764 

0.04382 

Row  2 

0.17093 

0.13562 

0.0851 

0  0986 

0.11048 

0.0585 

Row  1  •  Root 

0.1841 

0.1145 

0.0971 

0.104 

0.06364 

0.07519 

Record  75:  DC  Q-33  Alpho-35  Bcta--4  FENCE  OFF 


. ■fTHiMi.iM 

Row  6  -  Tip 

-0,37763 

-0.3621 

-0.3749 

-0.38106 

-0.36543 

■0.355 

Row  4 

-0.3829 

-0.3585 

•0.37808 

-0.36464 

-0.3755 

•0.3748 

liiiiitiBiii 

%%•  •:  A 

Row  2 

-0.2671 

-0.3197 

-0.3513 

-0.3445 

•0.3655 

•0.344 

.0^323$ 

'0J42> 

•03499» 

CMkMMlJli 

Row  6  -  Tip 

-0.47416 

-0.4659 

-0.4586 

-0.4337 

-0.3778 

•0.40061 

Row  S 

-0.46752 

-0.4576 

-0.4175 

-0.4345 

-0.4001 

-0.3823 

Row  4 

-0.459 

-0.4483 

-0.4496 

-0.4376 

-0.4248 

-0.4111 

Row  3 

-0.49264 

-0.4623 

-0.44794 

-0.42305 

-0.43255 

•0.4007 

Row  2 

-0.51823 

-0.48805 

-0.4568 

-0.4575 

-0.48165 

-0.4092 

Row  1  -  Root 

-0.4932 

-0.4626 

-0.475 

-0.4576 

•0.4166 

-0.4504 

CMMiMyMyK. 

riiwM< 

B591 

Row  6  -  Tip 

0.09653 

0.1038 

0.0837 

0.05264 

0.01237 

0.04561 

Row  5 

0.12372 

0.10623 

0.0486 

0.0815 

-0.0241 

0.0265 

Row  4 

0.0761 

0.0898 

0.07152 

0.07296 

0.0493 

0.0363 

Row  3 

0.18384 

0.1254 

0.09S18 

0.03305 

0.06171 

0.04832 

Row  2 

0.25113 

0.16835 

0.1055 

0.113 

0.11615 

0.0652 

Row  1  •  Root 

0.2459 

0.1391 

0.1077 

0.1148 

0.06704 

0.07609 

Record  78:  DC  Q»33  Alphe«3S  Bete><^  FENCE  OFF 

1  Til* 

liiiiiiBPl 

fVhiiit* 

rOWMrt'TIf 

Row  6  -  Tip 

-0.37853 

-0,3695 

-0.3786 

-0.37706 

-0.37943 

-0.3782 

Row  S 

-0.3297 

-0.34737 

-0.3669 

-0.3562 

•0.3802 

-0.3453 

Row  4 

-0.3436 

-0.3451 

-0.37728 

-0.36604 

-0.3783 

-0.3794 

Row  3 

-0.2746 

-0.3301 

-0.35736 

-0.3956 

-0.37274 

-0.34438 

Row  2 

-0.2491 

-0.31945 

-0.3653 

-0.3555 

-0.3727 

-0.3525 

Row  i  -  Root 

-0.2358 

-0.3333 

-0.3824 

-0.3544 

-0.36046 

-0.38371 

IlliSiiiiiip:* 

CdteMK^ 

Row  6  -  Tip 

-0.46866 

-0.4624 

-0.4605 

-0.4414 

-0.3861 

-0.39411 

Row  5 

-0.45452 

-0.4508 

-0.4134 

-0.4398 

-0.408 

-0.3921 

Row  4 

-0.4652 

-0.4349 

-0.4371 

-0.4415 

-0.4316 

-0.4149 

Row  3 

-0.49884 

-0.4521 

-0.43226 

-0.40635 

-0.42958 

-0.4038 

Row  2 

-0.49663 

-0.48875 

-0.4335 

-0.4386 

-0.47658 

-0.H125 

Row  1  -  Root 

-0.4879 

-0.4622 

-0.4608 

-0.4447 

-0.4165 

-0.4544 

Row  6  -  Tip 

0.09013 

0.0929 

0.0819 

0.06434 

0.00667 

0.01591 

Row  5 

0,12482 

0.10343 

0.0465 

0.0836 

0  0278 

0.0468 

Row  4 

0.1216 

0.0898 

0.05982 

0.07546 

0.0533 

0.0355 

Row  3 

0.22424 

0.122 

0.0749 

0.01075 

0.05684 

0.05942 

Row  2 

0,24753 

0.1693 

0,0682 

0.0831 

0.10388 

0.06 

Row  1  -  Root 

0.2521 

0.1289 

0.0784 

0.0903 

0.05604 

0.07069 

Record  79:  DC  Q-13  Alpha-3S  BeU--IO  FENCE  OFF 


OiliiHi#. . 

CMMRRS 

Row  6  •  Tip 

-0.34973 

-0.3667 

•0.3834 

•0.40146 

-0.40403 

-0.3974 

UMTS 

Row  4 

-0.32S3 

-0.3533 

•0.40108 

-0.38964 

-0.396 

-0.394 

•Mni 

. jfc-  •efefc'efar^ - r  ~ 

Row  2 

-0.2S4 

-0.3462 

-0.4033 

-0.3823 

-0.3898 

•0.3693 

RoirUM 

4KBWMr“ 

''Wm 

CMMIkS 

cMmmkssi 

Row  6  -  Tip 

-0.SI806 

-0.486 

-0.4813 

-0.4444 

-0.4142 

-0.42311 

Rows 

-0.S0462 

-0.47 

•0.4276 

•0.4406 

-0.4127 

-0.3988 

Row  4 

•0.4831 

-0.437 

•0.44 

-0.4355 

-0.4297 

■0.4119 

Row  3 

-0.49794 

-0.4834 

-0.44139 

•0.40983 

-0.42927 

-0.4039 

Row  2 

-0.S18S3 

-0.51935 

-0.4311 

-0.4314 

-0.47363 

-0.4136 

Row  1  -  Root 

-0.3378 

•0.3011 

-0.4439 

-0.4318 

-0.4067 

-0.4104 

- 

Row  6  -  Tip 

0.16833 

0.1193 

0.0939 

0.04294 

0.01017 

0.02771 

Rows 

0.18916 

0.12283 

0.0431 

0.0606 

0.0095 

0.0181 

Row  4 

0.1  S78 

0.1017 

0.03892 

0.04386 

0.0337 

0.0179 

Row  3 

0.22704 

0.1344 

a04973 

-0.01 123 

0.03417 

0.03042 

Row  2 

0.264S3 

0.17313 

0.0276 

0.0489 

0.08382 

0.0461 

Row  1  •  Root 

0.28S7 

0.1248 

0.0248 

0.0332 

0.02844 

0.01309 

Record  82:  DC  Q-33  Alpha-3S  Beta-- 

16  FENCE  OFF 

Row  6  rip 

-0.36273 

-0.3786 

■0.3985 

-0.40716 

-0.41113 

-0.3908 

Row  S 

-0.3389 

-0.37337 

-0.4039 

-0.3895 

-0.4122 

•0.3881 

Row  4 

-0.3878 

-0.4007 

•0.42138 

■0.39454 

-0.3907 

-0.3838 

Row  3 

-0.3S93 

-0.4008 

-0.40976 

-0.4206 

-0.38984 

•0.36338 

Row  2 

-0.3S34 

-0.39863 

-0.418 

-0.3805 

-0.3827 

-0.3747 

Row  1  -  Root 

•0.38 

-0.4224 

-0.4267 

-0.3795 

-0.38326 

-0.39991 

V9fMm 

CMMMiJ 

Row  6  -  Tip 

-0.31496 

-0.4739 

-0.4713 

-\4382 

-0.3988 

•0.40101 

Row  5 

-0.30302 

-0.4643 

•0.4081 

-0.4284 

-0.3974 

-0.3774 

Row  4 

-0.4936 

-0.4469 

-0.4367 

-0.4314 

-0.4249 

-0.3938 

Row  3 

-0.30714 

-0.4702 

-0.42954 

-0.39345 

-0.40813 

-0.3733 

Row  2 

-0.49703 

•0.48013 

-0.4178 

-0  4004 

•0.43888 

-0.3731 

Row  1  •  Root 

-0.4783 

•0.4388 

•0.4346 

-0.4039 

-0.3778 

-0.3764 

CptiMI^ 

Row  6  -  Tip 

0.15223 

0.0973 

0.0728 

0.03104 

-0.01233 

0.01021 

Row  5 

0.16412 

0.09113 

0.0042 

0.0389 

-0.0148 

-0.0107 

Row  4 

0.1078 

0.0462 

0.01512 

0.03686 

0.0342 

0.008 

Row  3 

0.14784 

0.0694 

0.01978 

-0.02715 

0.01829 

0.00992 

Row  2 

0,14363 

0.0813 

-0,0002 

0.0199 

0.03618 

-0.0016 

Row  1  -  Root 

0.0985 

0.0164 

0.0079 

0.0244 

-0.00546 

-0.02351 

Record  87:  DC  Q-33  Alpba-20  Bcta-0  FENCE  ON 


CalHM.2 

Row  6  -  Tip 

-0.S86I3 

-0.3883 

-0.28326 

•0.30193 

-0.2677 

RdwS 

MKiH 

•Bin 

Row  4 

-0.3S34 

-0.3361 

-0.34168 

-0.30844 

-0313 

-0.2806 

Aiqt»  , 

Row  2 

-0.27W 

-0.3163 

-0.3383 

•0.3013 

•0  2886 

-0.26883 

cxiraMS»iMiiw . 

Row  6  -  Tip 

-0.21726 

-0.2609 

-0.3002 

-0.3103 

-0.28623 

-0.26841 

Rows 

•0.214S2 

•0.2616 

-0.2522 

•0.3148 

-0.2885 

-0.2653 

Row  4 

-0.2936 

-0.3203 

-0.3093 

•0.2882 

-0.3142 

-0.3057 

Row  3 

-0.36264 

-0.3393 

-0.3201 

-0.28893 

-0.30201 

-0.2702 

Row  2 

-0.40403 

-0.393  IS 

-0.3137 

•0.2886 

-0.33468 

•0.2632 

Row  1  •  Root 

-0.3933 

•0.3823 

•0.3422 

•0.2946 

-0.28 

-0.2734 

dlMRBil' 

Row  6  -  Tip 

-0.36887 

-0.1274 

•0.0081 

0.02504 

■0.0157 

0.00071 

Rows 

-0.314S8 

-0,03697 

•0.0558 

0.0298 

-0.009 

0.007 

Row  4 

-0.0S98 

•0.01 38 

•0.03218 

-0.02024 

0.0012 

0.0251 

Row3 

0.03894 

•0.01 

•0.01316 

-0.03825 

-0.00224 

-0B1798 

Row  2 

0.I24I3 

0.07683 

-0.0226 

-0.0129 

0.04608 

-0.00365 

Row  1  -  Root 

0,1357 

0.0846 

0.0235 

0.00698 

-0.00626 

0.00999 

Record  90:  DC  Q-33  Alpha-24  Beta-0  FENCE  ON 

Row  6  -  Tip 

-0.36SS3 

-0.3348 

-0.3271 

-0.30656 

-0.28633 

-0.2793 

Row  S 

-0.3312 

-0.324S7 

-0.3403 

■0.3 

•0.3087 

-0.2702 

Row  4 

-0.3826 

■0.3627 

-0.36048 

-0.32254 

-0.323 

-0.3225 

Row  3 

-0.3S93 

-0.3361 

-0.32936 

-0.3442 

-0.31272 

-0.29458 

Row  2 

-0.2901 

-0.31743 

-0.3277 

-0.3035 

•0.2891 

-0.27176 

Row  1  -  Root 

-0.2694 

-0.2939 

-0.3131 

-0.28426 

-0.28536 

•0.27181 

^lil8Wl2 

....  - 

Row  6  -  Tip 

-0.32206 

-0.3392 

-0.3347 

-0.3272 

-0.29609 

•0.28301 

Rows 

-0.34922 

•0.3286 

-0.31 

-0.3341 

-0.2938 

-0.2934 

Row  4 

-0.36S4 

-0.3673 

-0.344 

-0.3036 

-0.3274 

-0.3164 

Row  3 

-0.37124 

-0.3307 

-0.3478 

-0.30545 

-0.32968 

-0.3047 

Row  2 

-0.37033 

-0.37343 

-0.3333 

-0.3528 

-0.38115 

-0.3137 

Row  1  •  Root 

-0.3608 

-0.3736 

-0.3818 

-0.3438 

•0.3228 

-0.3094 

: :  ;  OriiNHI  14JE 

BBHSI 

Row  6  -  Tip 

-0.04347 

0.0044 

0.0276 

0.02064 

0.00976 

O.OOSSl 

Row  S 

0.01802 

0.00403 

-0.0303 

0.034' 

-0.0129 

0.0232 

Row  4 

-0.0172 

0.0048 

-0.01648 

-0.01894 

0.0044 

-0.0061 

Row  3 

0.01194 

-0.0034 

0.01844 

-0.03875 

0.01696 

0.01012 

Row  2 

0.08043 

0.036 

0.0276 

0.0493 

0.09203 

0.04194 

Row  1  -  Root 

0.0914 

0.0777 

0  0667 

0.05954 

0.03744 

0.03739 

lUcord  91:  DC  <^33  Alplia-26  Bcta-0  FENCE  ON 


Row  6  •  Tip 

-0.3S893 

-0.3417 

-0.3396 

-0.31986 

•0.29303  -0.2844 

4s3ism 

AMii 

Row  4 

-0.3836 

-0.3368 

•0.33128 

•0.31894 

-0.3208  -0.3213 

S3mm'  ^  'wimB 

Row  2 

•0.283 

-0.3099 

•0.3188 

-0.2983 

-0.2944  -0.27122 

<0Mi 

>8abi.?^w^.^  .Xw.N.— «S8 

GriRMM^ 

Row  6  •  Tip 

-0.33406 

-0.3439 

-0.3483 

-0.3233 

-0.29032 

-0.28871 

Row  3 

-0.33922 

-0.3333 

-OJ333 

-0.3336 

-0.2984 

-0.2984 

Row  4 

-0.373 

-0.3728 

-0.3316 

-0.336 

-0.334 

-0.324 

Row  3 

-0.37334 

-0.3732 

-0.3383 

•0.33043 

-0.34299 

-0.3149 

Row  2 

-0.37713 

-0.40293 

-0.3661 

-0.3619 

-0.3926 

•0.3244 

Row  1  -  Root 

-0.38 

•0.3783 

-0.3939 

■0.3347 

-0.329 

-0.3134 

[zzzizizrE^si 

HH5I 

Row  6  -  Tip 

•0.00487 

0.0042 

0.0087 

0.00344 

-0.00471 

0.00431 

Row  3 

0.01402 

0.00183 

-0.0134 

0.0312 

-0.0093 

0.029 

Row  4 

-0.0106 

0.016 

0.00032 

0.01706 

0.0132 

0.0027 

Row  3 

a0i644 

0.0236 

0.03764 

•0.0068S 

0.l»204 

0.(0362 

Row  2 

0.09213 

0.09303 

0.0473 

0.0634 

0.0982 

0.03318 

Row  1  •  Root 

0.1148 

0.09011 

0.0839 

0.07241 

0.04404 

0.0^19 

Record  94:  DC  Q-33  Alpha-Id  BctaHI  FENCE  ON 


. . 

iliiiiiliiiKPi 

CMMMNhdT 

Row  6  •  Tip 

-0.34933 

-0.347 

-0.3443 

-0.32536 

-0.29783 

•0.2891 

Row  3 

-0.334 

-0.33377 

-0.3438 

-0.3034 

-0.3372 

-0.2732 

Row  4 

-0.3836 

-0.3336 

-0.33368 

-0.31704 

-0.3202 

-0.3219 

Row  3 

-0.3497 

-0.3408 

•0.31406 

-0J354 

-0.31164 

•0.29238 

Row  2 

-0.277 

-0.30363 

■0.3177 

-0.2995 

-0.2984 

-0.27489 

Row  1  •  Root 

-0.2393 

-0.28704 

-0.3126 

•0.28338 

-0.28926 

-0.30301 

a^lSIMiiiiliaa 

CirtWIMId 

'  CalMMhS 

Row  6  •  Tip 

•0.36416 

-0.3272 

-0.3612 

•0.3341 

-0.29594 

-0.29571 

Row  3 

-0.37132 

-0.3626 

-0.3238 

-0.348 

-0.3048 

-0J02 

Row  4 

-0.3822 

-0.3834 

-0.3616 

-0.3217 

-0.3229 

-0.3339 

Row  3 

-0.37704 

•0.3808 

•0.3681 

-0.33525 

-0.34436 

-0.323 

Row  2 

-0.38893 

-0.40733 

-0.3717 

-0.3658 

-0.39628 

-0.3238 

Row  1  •  Root 

-0.3878 

-0.3846 

-0.3922 

•0.3648 

-0.3373 

-0.3224 

€il(t(aW:|^' .. 

Row  6  -  Tip 

0.01463 

-0.0198 

0.0169 

0.00874 

-0.00189 

0.00661 

Row  5 

0.01732 

0.02883 

-0.022 

0.0446 

-0.0324 

0.0268 

Row  4 

-0  0034 

0.0278 

0.00792 

0.00466 

0.0027 

0.012 

Row  3 

0.02734 

0.04 

0.05404 

-0.0001 3 

0.03271 

0.03042 

Row  2 

0  III93 

0.10192 

0.054 

0.0663 

0.09788 

0.04891 

Row  1  -  Root 

0.1283 

0.09736 

00796 

0.07922 

0.04804 

0.01939 

Record  96:  DC  (^33  Aipkt>30  BctaH)  FENCE  ON 


. . ^in'T  **T!finiit — 


Row  6  -  Tip 

-0.33363 

-0.3334 

-0.32326 

-0.29783 

-0.2911 

RMrS 

Row  4 

-0.38 

-0.3482 

-0.33 1 78 

-0.31494 

-0.318 

•0.3203 

{MmtS 

434«:r 

Row  2 

-0.2763 

•0.3143 

-0.2973 

-0  2983 

•0.27634 

liiiiN. 

IPWfW 

. . 

iHliiif 

Row  6  -  Tip 

-0.34846 

-0.3401 

-0.025 

-0.3142 

•0.30131 

-0.30171 

Rows 

-0.3S392 

-0.3741 

-0.3437 

-0.3309 

•0.306 

•0.3043 

Row  4 

-0.363 

-0.3824 

-0.3661 

-0.3316 

-0.3496 

•0.3401 

Row  3 

-0.38204 

-0.3821 

-0.3734 

-0.34373 

-0.33674 

-0.3297 

Row  2 

-0.38893 

-0.38843 

-0.3792 

-0.3738 

•0.40393 

-0.3303 

Row  1  -  RooC 

•0.3902 

-0.3879 

-0.4042 

-0.373 

•0.3487 

-0.3334 

Row  6  -  Tip 

0.01283 

0.0047 

0.0373 

-0.00906 

0.00368 

0.01061 

Rows 

0.01922 

0.03333 

0.0061 

0.0446 

-0.0343 

0.0248 

Row  4 

-O.OIS 

0.0342 

0.01432 

0.03666 

0.0316 

0.0196 

Row3 

0.03334 

0.0443 

0.QSSS4 

0.00803 

0.04SS7 

0.01722 

Row  2 

0.11263 

0.08333 

0.0649 

0.0763 

0.10343 

0.03416 

Row  1  -  Root 

0.1221 

0.10369 

0.0974 

0.09082 

0.06014 

0.05539 

Record  98:  DC  <^33  Alpha-32  Beta>«  FENCE  ON 

CIlliMtikIttA 

ChkMiMil^.  Ci 

Row  6  rip 

-0.34633 

-0.3402 

-0.3368 

-0.  >2496 

-0.29793 

•0.2908 

Row  S 

-0.3326 

-0.33317 

-0.3362 

-0.3027 

-0.3398 

-0.2933 

Row  4 

-0.3821 

-0.3423 

-0.33788 

-0.30304 

-0.3147 

•0.3202 

Row  3 

-0.3413 

-0.3283 

-0.30316 

-0.323 

-0.30382 

-0.28838 

Row  2 

-0.2747 

-0.29918 

-0.3084 

-0.2913 

-0.2972 

-0.27638 

Row  1  -  Root 

-0.2697 

•0.28312 

-0.308 

-0.28394 

-0.28966 

•0.28191 

GMRMdhS  C 

Row  6  -  Tip 

-0.36926 

-0.3341 

-0.3837 

-0.3271 

-0.30793 

-0.31031 

Row  S 

-0.36882 

-0.3632 

-0.3363 

-0.3691 

-0.3241 

-0.3207 

Row  4 

-0.3943 

-0.3909 

-0.361 1 

-0.3748 

-0.3696 

-0.3333 

Row  3 

-0.39634 

-0.3931 

-0.3826 

-0.33703 

-0.37367 

-0.3473 

Row  2 

-0.40383 

-0.39923 

-0.3841 

-0.3916 

-0.42073 

-0.346 

Row  1  •  Root 

-0.4029 

-0.3978 

-0.4123 

-0.3923 

•0.3632 

•0.3434 

Row  6  -  Tip 

0.02273 

0.0139 

0.0469 

0.00214 

0.01002 

0.01971 

Row  S 

0.01622 

0.03003 

0.0003 

0.0664 

-0.0337 

0.0232 

Row  4 

0.0122 

0.0484 

0.02322 

0.06976 

0.0349 

0.0333 

Row  3 

0.03324 

0.0666 

0.07944 

0.03403 

0.06783 

0.03892 

Row  2 

0.12913 

0.10007 

0.0737 

0.1001 

0.12333 

0.06962 

Row  1  -  Root 

0.1332 

0.11268 

0.1043 

0.10836 

0.07334 

0.06349 

RKPrd  102:  DC  <^33  Alplu-M  Bcta-0  FENCE  ON 


Row  6  -  Tip 

-0.40276 

-0.3749 

-0.4105 

-0.3814 

■0.3393 

-0.34571 

Row  5 

•0J7782 

-0.3811 

-0J69 

-0.3945 

-0.3649 

-0.3562 

Row  4 

-0.3938 

-0.3961 

-0.3915 

-0.3919 

-0.3918 

-0.385 

Row  3 

-0.39544 

-0J95 

-0.392 

-0.37565 

-0.39429 

-0.3722 

Row  2 

-0.41683 

-0.40145 

-0.3912 

-0.4108 

-0.4375 

-0.3726 

Row  1  -  Root 

-0.423 

-0.4027 

-0.4147 

-0.3971 

-0.3718 

-0.3664 

-v--^  ^ -V'lv . . . . 

Row  6  •  Tip 

0.03383 

0.0263 

0.0647 

0.04044 

0.02607 

0.03461 

Row5 

0.02512 

0.03753 

0.0248 

0.0824 

0.0358 

0.0427 

Row  4 

0.0113 

0.0515 

0.04422 

0.07736 

0.0613 

0.0517 

Row  3 

0.05094 

0.0565 

a06214 

0.03015 

0.06769 

0.0»32 

Row  2 

0.12383 

0.08395 

0.063 

0.0963 

0.116 

0.06984 

Row  1  -Root 

0.1199 

0.0924 

0.0829 

0.09183 

0.06154 

0.06259 

RcMrd  104:  DC  Q-33  Alpli«»40  Bcta-0  FENCE  ON 

Row  6  •  Tip 
Row  9 
Row  4 
Row  3 
Row  2 

Row  I  -  Root 


-rmiMniff 

Row  6  -  Tip 

-0.42086 

-0.3914 

-0.4327 

-r  1174 

-0.3816 

-0.40131 

Row  5 

-0.40452 

-0.4146 

-0.385 

-0.4147 

•0.389 

-0.3733 

Row  4 

•0.4024 

-0.3983 

-0.3984 

-0.4081 

-0.4073 

-0.4 

Row  3 

-0.43064 

-0.398 

•0.3949 

•0.38485 

-0.40336 

-0.3814 

Row  2 

-0.43673 

-0.41095 

-0.3932 

-0.4119 

-0.4399 

-0.3738 

Row  1  •  Root 

-0.4452 

-0.4188 

-0.4184 

-0.397 

-0.3731 

-0.3664 

Row  6  -  Tip 

0.04113 

0.0354 

0.0726 

0.06144 

0.04157 

0.07471 

Row  5 

0.05052 

0.06653 

0.0339 

0.0895 

0.0496 

0.0638 

Row  4 

0.0128 

0.0478 

0.03852 

0.07936 

0.0604 

0.0538 

Row  3 

0.07494 

0.0513 

0.06294 

0.03855 

0.06937 

0.06002 

Row  2 

0.12813 

0.0828 

0.0642 

0.0994 

0.1185 

0.07538 

Row  1  -  Root 

0.1163 

0.0905 

0  081 

0.0882 

0.06014 

0.06329 

-0.37973 

-0.356 

-0.3601 

-0.35596 

-0.34003 

•0.3266 

-0.354 

-0.34807 

•0J511 

-0.3252 

-0.3394 

-0.3095 

•0.3896 

-0.3505 

•0.35988 

-0.32874 

-0.3469 

-0.3462 

-0.3557 

-0.3467 

•0.33196 

-0.3463 

-0.33399 

-0.32138 

-0.3086 

•0.32815 

-0.329 

-0.3125 

-0.3214 

-0.29842 

-0.3289 

-OJ283 

-0.3374 

•0.3088 

•0.31296 

•0.30311 

Row  6  -  Tip 

4).  19053 

•0.19087 

•0.1825 

-0.19  6t 

-0.15703 

-0.14985 

Row  S 

•0.18516 

-0.17217 

-0.1849 

-0.1713 

•0.1895 

-0.1526 

Row  4 

-0.2172 

•0.19196 

•0.19068 

-0.17404 

-0.1817 

•0.1536 

Row  3 

-0.1857 

-0.1776 

-0.17166 

-0.176 

-0.16648 

-0.15284 

Row  2 

-0.157 

-0.16479 

-0.1746 

-0.1515 

-0.1554 

-0.14533 

Row  1  -  Root 

-0.1364 

-0.14995 

-0.1773 

-0.15117 

-0.15896 

-0.14881 

€Mmm>4 

Row  6  -  Tip 

-0.19626 

•0.1824 

-0.1875 

-0.1676 

-0.14797 

-0.15671 

Row  5 

-0.20152 

-0.1959 

-0.1581 

-0.1866 

-0.1666 

-0.1589 

Row  4 

-0.2087 

-0.2088 

-0.1907 

-0.1803 

-0.1873 

-0.1656 

Row  3 

-0.21454 

•0.2106 

•0.2088 

-0.I87I5 

-0.19965 

-0.1775 

Row  2 

-0.21953 

-0.22025 

-0.2029 

-0.2185 

-0.24665 

-0.1758 

Row  1  •  Root 

-0.2057 

•0.2181 

-0.2151 

-0.2059 

-0.1918 

-0.1789 

CMMMtil- 

Row  6  -  Tip 

0.00573 

-0.00847 

0.005 

•0.02406 

-0.00906 

0.00686 

Row  5 

0.01636 

0.02373 

•0.0268 

0.0153 

-0.0229 

0.0063 

Row  4 

-0.0085 

0.01684 

0.00002 

0.00626 

0.0056 

0.012 

Row  3 

0.02884 

0.033 

0.03714 

0.01115 

0.03317 

0.02466 

Row  2 

0.06253 

0.05546 

0.0283 

0.067 

0.09125 

0.03047 

Row  1  -  Root 

0.0693 

0.06815 

0.0378 

0.05473 

0.03284 

0.03009 

Record  114:  DC  (^33  Alpha-3S  Bcta«-M6  FENCE  ON 


Row  6  -  Tip 

•0.38243 

-0.3694 

-0.3739 

•0.36036 

-0.35133 

-0.3476 

Rows 

‘•0<3SS# 

Row  4 

-0.3%3 

-0.3689 

-0.37028 

-0.34474 

-0.3314 

-0.3599 

Rows 

:-.-.TSWlr4FWwH6 

Row  2 

-0.332 

-0.33713 

-0.3633 

-0.3373 

-0.3243 

-0.323 

iiyiiiiiilB 

4La(m 

ms34«0R 

1  "  '  fi 

Row  6  •  Tip 

-0.34386 

-0.3018 

-0.3233 

-0.3042 

-0.2703 

-0.28731 

Row  5 

-0.34742 

-0.3372 

-0.2814 

-0.3184 

-0.2873 

-0.2944 

Row  4 

-0.3799 

-0.3336 

-0.3328 

-0.2932 

-0.3268 

-0.318 

Row  3 

-0.39344 

-0.3693 

-0.3402 

-0.28783 

-0.31991 

-0.3044 

Row  2 

-0.39843 

•0.40003 

-0.3348 

-0.3226 

-0.36038 

-0.2919 

Row  1  -  Root 

-0.3774 

-0.3947 

•0.3821 

-0.3251 

-0.307 

•0.2994 

iSiiiiil^^ii 

Row  6  -  Tip 

-0.03837 

-0.0676 

•0.0486 

-0.03636 

•0.08103 

-0.06009 

Row5 

-0.00648 

-0.00487 

-0.0896 

•0.0296 

-0.0844 

-0.0474 

Row  4 

-0.0166 

•0.0133 

-0.03748 

-0.04954 

-0.0246 

-0.0419 

Row  3 

0.01304 

0.007 

-0.(ai96 

-0.06143 

-0.01901 

-0.QK08 

Row  2 

0.06643 

0.0429 

•0.0103 

-0.0149 

0.03608 

-0.0311 

Row  1  -  Root 

•0.0002 

0.0239 

0.013 

•0.0091 

-0.03706 

-0.02761 

Record  116:  DC  (^33  Alpli«»35  Beta»^10  FENCE  ON 


rna^Smlkm  ■ 

Piliiiiiilii 

riiitiiiirlT 

Row  6  -  Tip 

-0.33773 

-0.3339 

-0.3623 

-0.34466 

-0.32173 

-0.3227 

Row  3 

-0.3559 

-0.33307 

-OJ646 

•0.3336 

-0.3537 

-0.3163 

Row  4 

-0.3939 

-0.3629 

-0.36338 

-0.33534 

-0.3452 

-0.3454 

Row  3 

-0.369 

-0.3638 

-0.34406 

-0.3356 

-0.33364 

-0.31698 

Row  2 

-0.3236 

-0.3446 

-0.3461 

-0.3185 

-0.3168 

-0.30261 

Row  1  -  Root 

-0.3686 

-0.3449 

-0.3398 

-0.30712 

-0.31636 

-0.30431 

m;«$aMSRiri844 

CdiikdMit-fct 

Coixtilt  t* 

Co1wihi4 

CMMiliS 

Row  6  -  Tip 

•0.39846 

-0.3339 

-0.3605 

-0.337 

-0.28984 

-0.29941 

Row  5 

-0.40082 

-0.388 

-0.3394 

-0.35 

-0.3103 

-0.3134 

Row  4 

-0.4015 

-0.3937 

-0.3736 

-0.3321 

-0  3614 

-0.3413 

Row  3 

-0  39214 

0.3953 

-0.3  .53 

0.33095 

-0.33813 

-0.334 

Row  2 

-0.38923 

-0.40175 

-0.3891 

-0.3821 

-0.40613 

-0.3367 

Row  1  -  Root 

-0.368 

-0.3901 

-0.4048 

-0.3904 

-0.3592 

-0.3384 

BBBWySW 

Colitxd 

Row  6  -  Tip 

0.04073 

-0.022 

-0.002 

-0.00766 

-0.03189 

-0.02329 

Row  3 

0.04492 

0.03293 

-0.0252 

0.0164 

-0.0434 

-0.0031 

Row  4 

0.0076 

0.0308 

0.01022 

-0.00324 

0.0162 

-0.0041 

Row  3 

0.02314 

0.0315 

0.04124 

-0.02465 

0.02448 

0.01702 

Row  2 

0.06563 

0.05715 

0.043 

0.0636 

0.08935 

0.03409 

Row  1  -  Root 

-0.0006 

0.0452 

0.065 

0.08328 

0.04264 

0.03389 

zH 


RKord  i  18:  DC  Q-JJ  Alpha>J5  Beta>^  FENCE  ON 


Row  6  -  Tip 

4).367!3 

•0.3592 

-0.3561 

-0.33376 

-0.31803  -0.3064 

•9M 

-torn 

4J2it 

Row  4 

•0.4138 

-0.3782 

-0.37348 

■0.33544 

-0.3438  -0.3395 

^mik 

Jlltltd 

Row  2 

•0.3381 

-0.34993 

-0.3473 

-0.3195 

-0.3209  -0.30223 

itafNr|->lkl9t 

^9am 

mumMrn. . _ nimili _ maM. 


Row  6  -  Tip 

-0.38126 

-0.3685 

-0.3991 

-0.3596 

-0.3232 

•0.32541 

Row  5 

-0.37762 

-0.379 

-OJ599 

•0.3865 

-0J43S 

-0.3316 

Row  4 

-0.3827 

-0.3899 

-0.3949 

-0.3867 

-0.3831 

-0.3586 

Row  3 

•0.38714 

-0.3858 

-0.3934 

-0.36385 

-0.38308 

-0.3549 

Row  2 

-0.37873 

-0.41475 

-0.3915 

-0.4029 

-0.43045 

-0.359 

Row  i  -  Root 

-0.3685 

-0.3783 

•0.4013 

-0.3986 

-0.3775 

-0J564 

Row  6  -  Tip 

0.01413 

0.0093 

0.043 

0.02584 

0.00517 

0.01901 

Row  5 

0.00762 

0.02193 

•0.002 

0.0604 

0.0034 

0.0159 

Row  4 

-0.0311 

0.0117 

0.02142 

0.05126 

0.0393 

0.0191 

Row3 

-0.00686 

0.0104 

0.03924 

0.0076S 

0.04823 

a.a36» 

Row  2 

0.04063 

0.06482 

0.0442 

0.0834 

0.10955 

0.05677 

Row  1  •  Root 

0.0088 

0.0394 

0.0619 

0.09288 

0.06464 

0.05129 

Record  120:  DC  Q-33  Alpha«35  Bcta>>M  FENCE  ON 

OMnMimJS 

CafMMiil . 

(Polidii  4 

Row  6  -  Ti 

-0.37803 

•0.3588 

-0.3477 

-0.3  056 

•0.31613 

-0.3055 

Row  5 

•0.3508 

-0.33897 

-0.3455 

-0.3157 

-0.3321 

-0.2999 

Row  4 

-0.3928 

-0.3583 

-0.35198 

-0.31974 

-0.3322 

-0.329 

Row  3 

-0.3707 

•0.3518 

-0.33026 

-0.346 

-0.3289 

•0.32308 

Row  2 

-0.3202 

-0.33388 

-0.3369 

-0.3105 

-0.3143 

-0.29822 

Row  1  -  Root 

-0.3561 

-0.3266 

-0.3342 

-0.30127 

-0.30516 

-0.29921 

G»lMlnt4Jk 

Cdt»48»3 

Row  6  -  Tip 

-0.37016 

-0.354 

-0.3899 

-0.3627 

-0.3135 

-0.31851 

Row  5 

-0.39002 

-0.3836 

-0.3422 

-0.3739 

-0.3444 

-0.3314 

Row  4 

-0.3804 

-0.3832 

-0.3766 

-0.3731 

-0.3806 

-0.3592 

Row  3 

-0.38404 

-0.3822 

-0.3762 

-0.35615 

-0.37696 

-0.3505 

Row  2 

-0.38413 

-0.39245 

-0.3809 

-0.3914 

-0.4206 

-0.3453 

Row  1  -  Root 

-0.3717 

-0.3822 

-0.3988 

-0.3913 

-0.3731 

-0.3464 

Cal»iw»3 

Bt-»Wtftv.v4w.vv^v4»>i^iw^S8 

Row  6  -  Tip 

-0.00787 

•0.0048 

0.0422 

0.03214 

-0.00263 

0.01301 

Row  5 

0.03922 

0.04463 

-0.0033 

0.0582 

0.0123 

0.0315 

Row  4 

-0.0124 

0.0249 

0.02462 

0.05336 

0.0484 

0.0302 

Row  3 

0.01334 

0.0304 

0.04594 

0.01015 

0.04807 

0.02742 

Row  2 

0.06393 

0.05858 

0.044 

0.0809 

0.1063 

0.04708 

Row  1  -  Root 

0.0156 

0.0556 

0.0646 

009003 

0.06794 

0.04719 

Record  122:  DC  <^33  Alpha-3S  BcU»4-2  FENCE  ON 


CiIMmK2 

Row  6  -  Tip 

-0.3S713 

-0.3S18 

-0.3509 

-0.34576 

■0.31083 

-0.3088 

. 

HnhTMr^ 

Row  4 

-0.4034 

-0.3627 

-0.33708 

-0.32^ 

-0.338 

-0.3338 

'^IW|WWP 

<«nP9t 

Row  2 

-0.3178 

-0.33303 

-0.3427 

-0.3173 

■0.3192 

-0.2998 

"lililil 

Row  6  -  Tip 

-0.373S6 

-0.3638 

-0.3946 

-0.3693 

-0.3214 

-0.33141 

Rows 

-0.39002 

-0.3746 

-0J637 

-0.3791 

-0.3401 

-0.3367 

Row  4 

-0.3882 

-0.3833 

-0.3823 

-0.3775 

-0.3828 

■0.3695 

Row  3 

-0.38344 

-0.3813 

-0.3813 

-0.35475 

-0.37951 

-0.3562 

Row  2 

-0.38703 

-0.39233 

-0.3836 

-0.3958 

■0.42427 

-0.3321 

Row  I  -  Root 

-0.3833 

-0.3883 

-0.4023 

-0.3885 

-0.3694 

-0.3524 

Row  6  •  Tip 

0.01643 

0.014 

0.0437 

0.02334 

0.01057 

0.02261 

Rows 

0.03162 

0.04313 

0.0126 

0.058 

■0.0431 

0.0349 

Row  4 

-0.0132 

0.0206 

0.02342 

0.03066 

0.0448 

0.0357 

Row  3 

0.00414 

0.0193 

0.03734 

0.0M45 

0.04976 

0.04372 

Row  2 

0.06923 

0.03732 

0.0409 

0.0783 

0.10508 

0.0523 

Row  1  •  Root 

O.OS59 

0.0707 

0.0709 

O.W532 

0.05914 

0.02349 

Record  124:  DC  Q-33  Alplie»3S  Beta>0  FENCE  ON 

IBilSBBPSwAlii 

Cirti<wir*4Jfe 

Bi99H 

Row  6  -  Tip 

-0.3S0I3 

-0.3404 

-0.3408 

-0.32606 

■0.31363 

-0.3034 

Rows 

-0.3431 

-0.31667 

-0J387 

■0.3142 

■0.3812 

-0.3158 

Row  4 

-0.378S 

-0.3496 

-0.34228 

-0.32794 

-0.3394 

-0.3359 

Row  3 

-0.3395 

-0.3314 

-0.33826 

■0.3463 

-0.33307 

-0.32878 

Row  2 

-0.301 

-0.3247 

-0.3373 

■0.3115 

-0.3178 

■0.29833 

Row  1  -  Root 

-0.3047 

-0.3089 

-0.3301 

-0.30168 

-0.30946 

■0.32711 

CdNlMMI'l 

C4MMI4 

Row  6  -  Tip 

-0.38246 

-0.3913 

-0.4021 

■0.3795 

-0.3319 

-0.33331 

Row  S 

-0.37362 

-0.377 

-0.3719 

-0.3935 

-0.3533 

-0.3464 

Row  4 

-0.3867 

-0.3835 

-0.3807 

-0.391 

-0.3933 

-0.382 

Row  3 

-0.381S4 

-0.3831 

-0.3793 

-0  37115 

■0.39383 

■0.3744 

Row  2 

-0.39303 

-0.39025 

-0.3833 

-0.3963 

-0.43428 

-0.3683 

Row  I  -  Root 

-0.3844 

-0.388 

-0.4013 

■0.3941 

-0.3772 

-0.3614 

fUtldliW  I  If 

CdfiMnk  J 

<2«Rmbi4 

CtUmmS 

Row  6  -  Tip 

0.03233 

0.0509 

0.0613 

0.03344 

0.01827 

0.0299! 

Rows 

0.030S2 

0.06033 

0.0332 

0.0793 

-0.0279 

0.0306 

Row  4 

0.0082 

0.0339 

0.03842 

0.06306 

0.0361 

0.0461 

Row  3 

0.02204 

0.0317 

0.04104 

0.02485 

0.06076 

0.04362 

Row  2 

0.09203 

0.06553 

0.0478 

0.0848 

0.11648 

0.06997 

Row  1  -  Root 

0.0797 

0.0791 

0.0712 

0.09242 

0.06774 

0.03429 

Record  12d:  DC  Q-33  Alpka-JS  Bcta--2  FENCE  ON 

_ CdIwiBMilit' _ CfliPirl _ _ 

PM 

Row  6  -  Tip 

^.35653 

-0.3518 

-0.3556 

-0.33936 

-0.32803 

•0.3125 

mm 

mm 

^9 

Row  4 

-0.3703 

-0  3395 

-0.33698 

-0.31784 

-0.3349 

•0.3351 

t  ^ 

Row  2 

•0.2646 

-0.30002 

-0  3214 

-0.3085 

-0.3182 

-0.29899 

nrwii'" 

mrnm 

Row  6  •  Tip 

-0.38396 

-0.3733 

-0.4117 

•0.3855 

-0.3402 

-0.34931 

Row  5 

-0.39522 

-0.3776 

-0J719 

4>.3916 

•0469S 

-0.3582 

Row  4 

-0.3979 

-0.39 

-0.3846 

-0.384 

-0.3898 

-0.3817 

Row  3 

-0.40744 

-0.3833 

-0J819 

•0.37065 

-0.39239 

•04738 

Row  2 

-0.41573 

-0.39005 

-0.3817 

•0.4029 

-0.43533 

-0.3704 

Row  1  -  Root 

-0.4139 

-0.3982 

-0.4045 

-04978 

•0.3781 

-04664 

siHNittiiiiikMttlib 

. ■  ■ 

M 

Row  6  •  Tip 

0.02743 

0.0215 

0.0561 

0.04614 

0.01217 

0.03681 

Row5 

0.04322 

0.06013 

0.034 

0.072 

-0.0137 

0.9« 

Row  4 

0.0276 

0.0505 

0.04762 

0.06616 

0.0549 

0.0466 

Row3 

0.07644 

0.MS 

a0S994 

0.Q2S15 

0.06247 

Row  2 

0.15113 

0.09003 

0.0603 

0.0944 

0.11713 

0.07141 

Row  1  -Root 

0.1536 

0.il24l 

o^om 

0.094S9 

(M>680i:  ■  'Sf? 

Record  12S:  DC  Q-33  Alph»-3S  Bcte--4  FENCE  ON 

IMHpV  IPMMliil 

Row  6*  Til/ 

-0.32013 

•0.3233 

-0.3339 

-0.32.596 

•0.31483 

-0.3105 

Rows 

-0.30459 

-0.28707 

-OJ207 

-0.3125 

•0.3852 

-0.3208 

Row  4 

-0.3034 

-0.29418 

•0.32338 

-0.31724 

-0.3333 

-0.3354 

Row3 

-0.2673 

-a2928 

-0.31346 

•0446 

-0.32997 

-041498 

Row  2 

-0.2189 

-0.27784 

-0.3235 

-0.3185 

-0.3256 

•0.30636 

Row  i  -Root 

-0.217 

-0J7614 

-0.3294 

-0413 

-042296 

-0.31211 

OitiiMk'lHMt 

OitdHMk2 

CdtMMMr)  « 

. . 

Row  6  -  Tip 

-0.41456 

-0.3792 

-0.4097 

-0.3894 

-0.3425 

-0.34931 

Row  5 

-0.41512 

-0.3903 

-0.3619 

-0.402 

-0.3615 

-0.3571 

Row  4 

-0.4243 

-0.4027 

-0.3989 

-0.4009 

-0.4044 

•0.3819 

Row  3 

-0.44644 

-0.4058 

-0.399<^ 

-0.38835 

-0.40438 

-0.3794 

Row  2 

-0.46243 

-0.43285 

-0.4056 

-0.421.3 

-0.44535 

-0.3799 

Row  1  -  Root 

-0.4763 

-0.4417 

-0.4235 

-0.3996 

-0.3778 

-0.3674 

CoIXMt^ 

rttwMi 

Cifddli  t 

Cdta«»$ 

^HHSi 

Row  6  -  Tip 

0.09443 

0.0559 

0.0758 

0.06344 

0.02767 

003881 

Row  S 

0.11053 

0.10323 

0.0412 

0.0S95 

-0.0237 

0.0363 

Row  4 

0.1209 

0.10852 

0.07552 

0.08366 

0.0711 

0.0465 

Row  3 

0.17914 

0.113 

0.08614 

0.04235 

0.07441 

0.06442 

Row  2 

0.24353 

0.I55OI 

0.0821 

0.1028 

0.11975 

0.07354 

Row  1  -  Root 

0.2593 

0.16556 

0.0941 

0.0866 

0.05484 

0.05529 

Record  130:  DC  Q-33  Alpha-3S  Bcta--6  FENCE  ON 


■E31 

Row  6  -  Tip 

•0.29693 

-0.3036 

-0.3293 

-0.32636 

-0.32613 

•0.3106 

i^5 

mm 

Row  4 

-0.2962 

-0.29796 

-0.33068 

-0.32544 

-0.3382 

•0.3392 

Roir} 

•JBssxm 

mmt 

Row  2 

-0.2047 

-0.27536 

-0.3275 

-0.3215 

-0.3261 

-0.30651 

mm 

Row  6  •  rip 

-0.40406 

-0.4036 

-0.4102 

-0.3821 

-0.3356 

-0.34201 

Row  S 

-0.40072 

-0.4029 

•0J686 

-0.3866 

-0.3432 

-0.3406 

Row  4 

-0.4126 

-0.3903 

-0.3938 

-0.3854 

-0.3901 

-0.3735 

Row  3 

•0.44S24 

-0.3943 

-0.3962 

-0.37425 

-0.39372 

-0.3724 

Row  2 

-0.44683 

-0.43705 

-0.3944 

-0.4075 

-0.43813 

-0.3721 

Row  1  •  Root 

•0.4511 

-0.4251 

-0.4087 

-0.3995 

-0.379 

-0.3644 

Crtwidl 

emturns 

rtrtiMt 

Row  6  -  Tip 

0.10713 

0.098 

0.0809 

0.05574 

0.00947 

0.03141 

Row  5 

0.12377 

0.12703 

0.0489 

0.0632 

-0.052 

0.0293 

Row  4 

0.1164 

0.09234 

0.06312 

0.05996 

0.0519 

0.0343 

Row  3 

0.19634 

0.1013 

0.07674 

0.02135 

0.0572 

0.Q<»» 

Row  2 

0.24213 

0.16169 

0.0669 

0.086 

0.11203 

0.06559 

Row  1  -  Root 

0.2486 

0.14865 

0.0733 

0.0864 

0.06044 

0.(»l^ 

Record  132:  DC  Q-33  Alplia»35  Beta^ 

10  FENCE  ON 

0^iiESot«l«i 

Row  6  -  Tip 

-0.27713 

-0.2856 

-0.3249 

-0.32276 

-0.32803 

-0.3052 

Row  3 

-0.23419 

-0.26007 

-0.3199 

-0.3285 

-0.4012 

-0.3258 

Row  4 

-0.2371 

-0.28908 

-0.32308 

-0.33194 

-0.34 

-0.3427 

Row  3 

-0.2391 

-0.3009 

-0.32146 

-0.3579 

-0.336 

-0.31708 

Row  2 

-0.2083 

-0.29275 

-0.3471 

-0.3295 

-0.329 

-0.30845 

Row  i  -  Root 

•0.2124 

-0.3147 

-0.359 

-0.3236 

-0.32556 

-0.31341 

cmmsrnim 

iPiiSiilliliii' 

C^hMMl4 

Row  6  -  Tip 

-0.45666 

-0.4132 

-0.4155 

-0.3864 

-0.3423 

-0.34591 

Row  5 

-0.44902 

-0.4169 

-0.3739 

•0.3898 

-0.3609 

-0.3442 

Row  4 

-0.4531 

-0.4176 

-0.3Q36 

-0.3808 

-0  3878 

-0.3679 

Row  3 

-0.43944 

-0.4212 

-0.2 .  jo 

-0.35:45 

-0.37895 

-0.3562 

Row  2 

-0.49443 

-0.47915 

-0.3897 

-0.3841 

-0.41635 

-0.353 

Row  1  •  Root 

-0.5501 

-0.4842 

-0.4097 

-0.3746 

-0.3552 

-0.3474 

oliNiiiiilleic;  ^ 

Cdlit«iii4 

Row  6  -  Tip 

0.17953 

0.1276 

0.0906 

0.06364 

0.01427 

0.04071 

Row  5 

0.21483 

0.15683 

0.054 

0.0613 

-0.0403 

0.0184 

Row  4 

0.196 

0.12852 

0.07052 

0.04886 

0.0478 

0.0252 

Row  3 

0.22034 

0.1203 

0.06714 

-0.00245 

0.04296 

0.03912 

Row  2 

0.28613 

0.1864 

0.0426 

0.0546 

0.08735 

0.04455 

Row  1  -  Root 

0.3377 

0.1695 

0.0507 

0.051 

0.02964 

0.03399 

Record  134:  DC  Q-33  Alpho-JS  BeU--l6  FENCE  ON 


Record  13d:  DC  Q-33  Alphe-30  Bete-^ld  FENCE  ON 


Row  6  -  Tip 

-0.34443 

-0.363S 

-0.3S996 

-0.36193 

. : ,  . . : , 

ROdrS 

*0i*>16 

Row  4 

-0.3494 

-0  3626 

-0.37668 

-0.3S444 

-0.3S12 

-0.3431 

•asm 

Row  2 

HIIIQ 

-0  3S693 

-0.3814 

-0.3S2S 

■0.32S1 

•63m 

niTTIlltHrililhlii 

CMMMfcR  . 

M 

Row  6  •  Tip 

-0.46276 

-0.42S7 

-0.4208 

-0.3899 

-0.3661 

-0.363S1 

Rows 

-0.46172 

-0.4212 

-0JS68 

-0.3792 

-0.3S64 

-0.3»3 

Row  4 

-0.4S02 

-0.4018 

-0.3827 

-0.3748 

-0.3843 

-0.3S49 

Row  3 

-0.4S414 

-0.4024 

-0J741 

-0.3478S 

•0.36848 

•0.341S 

Row  2 

-0.43S63 

-0.41993 

-0.3693 

-0.3713 

•0.4002S 

-0.336S 

Row  1  -  Root 

-0.426 

-0.4009 

-0J836 

-0.3S23 

•0.3336 

-0.3264 

Row  6  -  Tip 

0.11833 

0.09S7 

0.0S73 

0.02994 

0.00417 

0.04471 

Rows 

0.14112 

0.08833 

-0.004S 

0.0276 

-0.0S7S 

-0.004 

Row  4 

0.1008 

0.0392 

0.00602 

0.02036 

0.0331 

0.0098 

Row3 

0.11234 

0.0318 

-0.00406 

•0.1B37S 

0.01746 

ojsim 

Row  2 

0.12723 

0.06302 

-0.0121 

0.0188 

0.0S78S 

0.0114 

Row  1  -  Root 

0.0723 

0.0336 

0.0074 

0.006 

•0.01106 

Row  6  -  Tif 

-0.37443 

-0.3SSI 

-0.3632 

-0.34416 

-0.31883 

-0.3161 

Rows 

-0.3372 

-0.32397 

•0.3S61 

-0.3 17S 

-0.3982 

•0.3198 

Row  4 

-0.374 

-0.3486 

-0.3S118 

-0.332S4 

-0.3359 

-0.3456 

Row  3 

•0.3461 

-0.3363 

-0.34616 

-0.3334 

-0.32547 

-0.31878 

Row  2 

-0.3028 

-0.32993 

-0.3481 

-0.3225 

-0.3138 

•0.31344 

Row  1  -  Root 

-0.3479 

-0J32S 

-0.3474 

-0.3227 

-0.33316 

-0.31741 

pr^TTfW^-lit 

Row  6  -  Tip 

-0.21616 

-0.2284 

-0.2924 

-0.2928 

-0.25883 

-0.27641 

Row  5 

-0.27152 

-0.2599 

-0.2138 

-0.2918 

-0.2678 

-0.2722 

Row  4 

-0.318 

-0.2789 

-0.2697 

-0.2632 

-0.3095 

-0.3002 

Row  3 

-0.34404 

-0.2956 

-0.277S 

-0.25995 

-0.29749 

-0.2893 

Row  2 

-0.34913 

-0.32715 

-0.2755 

-0.2827 

-0.3312 

-0.2777 

Row  1  •  Root 

-0.3391 

-0.3377 

-0.3234 

-0.2742 

-0.2709 

-0.2684 

Cmmrni 

C«iWI»3 

<S4li«m'4 

BEBB 

Row  6  -  Tip 

-0.15827 

-0.1267 

-0.0708 

-0.05136 

-0.06 

-0.03969 

Row  5 

-0.06568 

-0.06407 

-0.1423 

-0.0257 

-0.1304 

-0.0476 

Row  4 

-0.056 

-0.0697 

-0.08148 

-0.06934 

-0.0264 

-0.0454 

Row  3 

-0.00206 

-0.0407 

-0.06836 

-0.07345 

-0.02798 

-0.02948 

Row  2 

0.04633 

-0.00278 

-0.0726 

-0.0398 

0.0174 

-0.03574 

Row  1  -  Root 

•0.0088 

0.0052 

-0.024 

-0.0485 

-0.06226 

-0.04901 

Record  138:  DC  (^33  Alpha-30  Bcta-+I0  FENCE  ON 


€Mmh8'I4JI 

Tlitwwtll 

CMMMftS ' 

CSsiMMhS 

Row  6  -  Tip 

-0.35793 

-0.3343 

-0.381 

-0.32816 

-0.30093 

-0.2%7 

i^5 

4imi 

Row  4 

-0.3792 

-0.3482 

-0.34228 

-0.32074 

-0.3252 

-0.3243 

•wm 

•O40IM! 

^mm 

Row  2 

-0.3173 

-0.33485 

-0.3347 

-0.3025 

-0.2956 

-0.28531 

RfiMrUBaet 

'4MFI 

Row  6  -  Tip 

-0.29016 

-0.2725 

-0.3037 

■o.nii 

-0.24611 

-0.26841 

Row  5 

-0.339S2 

-0.3201 

-0.278 

-0.2976 

-0.2635 

-0.2705 

Row  4 

-0.3629 

-0.3433 

-0.3154 

-0.2711 

-0.3114 

-0.2614 

Row  3 

-0.38184 

-0.3419 

-0.3224 

-0.26915 

-0.30078 

-0.2838 

Row  2 

-0.36733 

-0.37365 

-0.3276 

-0.3041 

-0.33877 

•0.2726 

Row  1  •  Root 

•0.3362 

•0.3654 

-0.371 

-0.3155 

-0.2923 

•0.2694 

illfWW'M,^a^Tririprr-  ’■vwyirtWpSfij 

Row  6  -  Tip 

-0.06777 

-0.0618 

-0.0773 

-0.04036 

-0.05482 

-0.02829 

Rows 

0.00842 

0.00403 

-0.0687 

-0.0162 

-0.1125 

•0.036 

Row  4 

-0.0163 

-0.0049 

-0.02688 

-0.04964 

-0.0138 

-0.0629 

Row  3 

0.01984 

-0.0077 

-0.01106 

•0.04835 

-0.00816 

-0.01368 

Row  2 

0.05023 

0.0388 

-0.0071 

0.0016 

0.04317 

-0.01271 

Row  1  •  Root 

-0.0257 

0.0276 

0.0376 

0.021% 

-0.00756 

-0.01431 

Record  140:  DC  Q-33  Alpha-30  Bcto-+«  FENCE  ON 

iNSii»es««ic. 

CMmrrS 

Row  6  -  Tip 

-0.34123 

-0.3412 

-0.3882 

-0.32146 

-0.29163 

-0.2847 

Row  S 

-0.3496 

-0.33877 

•0.3489 

-0.3037 

-0.3135 

-0.2727 

Row  4 

-0.3917 

-0.3626 

-0.34528 

-0.31614 

-0.317 

-0.3123 

Row  3 

-0.3668 

-0.3526 

-0.33656 

-0.3331 

-0.30745 

-0.28878 

Row  2 

-0.3109 

-0.32662 

-0.3283 

-0.2925 

-0.2909 

-0.27327 

Row  1  -  Root 

-0.3395 

-0.3147 

-0.3171 

-0.2798 

-0.28676 

-0.27751 

<MA^StfNiai«SMo 

Cotnant  t4LJ( 

iiiiiiiiiiilS 

Row  6  -  Tip 

-0.33066 

-0.32 

-0.3524 

-0.322 

-0.27152 

-0.28201 

Row  5 

-0.34972 

-0.3314 

-0.3088 

-0.3367 

-0.2935 

-0.288 

Row  4 

-0.3562 

-0.3559 

-0.3298 

-0.3091 

-0.3337 

-0.309 

Row  3 

-0.36274 

-0.361 

-0.3445 

-0.30525 

0.32955 

-0.3033 

Row  2 

-0.36003 

-0.37035 

-0.3562 

-0.3479 

-0.37595 

-0.3054 

Row  1  •  Root 

-0.3394 

-0.3609 

-0.3769 

-0.3609 

-0.335 

-0.3054 

Ctrtidntl 

ciiiliiiiil: 

Row  6  -  Tip 

-0.01057 

-0.0212 

-0.0358 

0.00054 

-0.0201 1 

-0.00269 

Row  5 

0.00012 

-0.00737 

-0.0401 

0.033 

-0.02 

0.0153 

Row  4 

-0.0355 

-0.0067 

-0.01548 

-0.00704 

0.0167 

-0.0033 

Row  3 

-0.00406 

0.0084 

0.00794 

-0.02785 

0.02211 

0.01452 

Row  2 

0.04913 

0.04373 

0.0279 

0.0554 

0.08505 

0.03213 

Row  1  -  Root 

-0.0001 

0.0462 

0.0598 

0.0811 

0.04824 

0.02789 

Record  142:  DC  <^33  Alphe«30  Beta^M  FENCE  ON 


. ciiwim  . .  . 


Row  6  -  Tip 

oAnattOfiflA 

— - jc—  iwvwnofwi 

-0.3804 

-0.31906 

-0.28593 

-0.2771 

B&BSb 

ASMA 

m 

Row  4 

-0.381 1 

-0.33428 

-0.30934 

-0.3111 

■0.3053 

RmtJ 

ASA 

ADA 

AMSA" 

A3a3^' 

S  V 

Row  2 

•0.3018 

-0.3129 

•0.3128 

•0.2815 

-0.2828 

-0.26299 

tmu9m  ' 

ASHNfe 

AJ^'. 

AAA 

AtAA' 

AJS^fiS 

CSiiMlwS 

CtfhdMilS 

iAiMiA  ' 

NViMI 

■ 

Row  6  -  Tip 

•0.3IS76 

-0.303 

-0.3388 

-0.3146 

-0.26532 

-0.27231 

Rows 

•0.32802 

•0.3204 

•0.2964 

-0.3268 

-0.2785 

-0.2718 

Row  4 

-0.36S3 

-0.3499 

-0.3406 

-0.3041 

-0.325 

•0.3056 

Row  3 

-0.37274 

-0.3S18 

-0J408 

•0.30215 

•0.32234 

•0.2967 

Row  2 

-0.37483 

-0.37835 

•0.3586 

-0.3382 

-0.36553 

-0.2923 

Row  1  -  Root 

-0.3619 

-0J716 

-0.3855 

-0.3382 

-0.3141 

-0.2974 

Row  6  -  Tip 

-0.02977 

-0.042 

•0.0416 

-0.00446 

-0.02061 

-0.00479 

Rows 

-0.01878 

A0I887 

A.(»08 

0.028 

-0.0694 

OJ0079 

Row  4 

•0.0IS8 

•0.0002 

0.00632 

-0.00524 

0.0139 

0.0003 

Row3 

0.01674 

OOIS 

a03004 

-0.^155 

0.02315 

OAtm 

Row  2 

0.07303 

0.06S4S 

0.0458 

0.0567 

0.08272 

0.02931 

Row  I'Root 

0.0S13 

0.0714 

0.0839 

0.06808 

003684 

a(bA» 

Record  144:  DC  Q-33  Alpiia»30  Bcta>i-2  FENCE  ON 

CUMMlIAt 

HSHH 

i- 

Row  6  -  .  .p 

-0.33923 

-0.3364 

•0.3482 

-0.32296 

-0.27983 

-0.2729 

Rows 

•0.3419 

-0.33217 

-OJ387 

-0.294 

-0.3448 

-0.2768 

Row  4 

-0.38S3 

•0.3S18 

-0.34118 

-0.30364 

•0.308 

•0.3043 

Row  3 

-0.3S71 

-0.3382 

-0.31726 

-0J221 

-0.29814 

A.27898 

Row  2 

-0.2919 

-0.30796 

-0.3113 

-0.2735 

-0.2835 

-0.26264 

Row  1  •  Root 

•0.286 

•0.29044 

-0.3011 

-0.26907 

•0.27486 

A2648I 

izsriii* 

Tm 

Row  6  -  Tip 

-0.34276 

-0.3346 

-0.3577 

-0.3009 

-0.27201 

-0.27901 

Row  S 

-0.34S92 

-0.3431 

-0.3344 

-0.3424 

-0.293 

•0.2849 

Row  4 

-0.3641 

-0.3616 

-0.3584 

-0.3431 

-0.3381 

-0.3166 

Row  3 

-0.36334 

-0.3633 

-0.3  f~* 

-0  32'''’5 

-0.34118 

AJ14 

Row  2 

-0.36S83 

-0.37245 

-0.33u4 

-0.3375 

-0.38555 

-0.3163 

Row  1  -  Root 

-0.3606 

-0.3683 

-0.381 

-0.3589 

-0.3332 

-0.3154 

L  CdiMMtS 

CAoMiS 

..  CdiMMtd 

i'iiiARiRS  . 

€AkMtA<lia8 

Row  6  -  Tip 

0.00353 

•0.0018 

0.0095 

-0.02206 

-0.00782 

0.00611 

Row  S 

0.00402 

0.01093 

-0.0043 

0.0484 

-0.0518 

0.0081 

Row  4 

-0.0212 

0.0098 

0.01722 

0.03946 

0.0301 

0.0123 

Row  3 

0.00624 

0.0251 

0.04054 

0.00495 

0.04303 

0.03502 

Row  2 

0.07393 

0,06449 

0.0391 

0.084 

0.10205 

0.05366 

Row  1  •  Root 

0.0746 

0.07786 

0.0799 

0.08983 

0.05834 

0.05059 

Record  146:  DC  <^33  Alplia-30  Bcta-0  FENCE  ON 


iwBwwi'atriitw 

CTdIiBWi'S''''' 

iiMiliiii 

fliiiiiiliKt '  '  i 

Row  6  •  Tip 

4).32973 

-0.3211 

-0.3298 

-0.303% 

-0.27603 

•0.2703 

9ms 

<4mi 

Row  4 

•0.3643 

-0.33 

•0.31808 

-0.29834 

-0.3038 

•0.3003 

9m3 

•0319 

Row  2 

-0.2634 

•0.28711 

•0.2992 

-0.2713 

-0.2839 

•0.2622 

<02(847 

rii'Ti-i- — 

V-/.  •'•v. .  .<>% .  .-x^v<uffiS9 

Row  6  -  Tip 

•0.37836 

-0.3329 

-0.3607 

-0.329 

-0.27906 

•0.29001 

Row  5 

-0.37482 

-0.3497 

-0.3343 

•0.3434 

-0.2989 

-0.2917 

Row  4 

-0.3696 

-0.3676 

-0.3637 

-0.347 

-0.3441 

-0.3233 

Row  3 

-0.36684 

-0.3677 

-0J683 

-0.32833 

-0.34678 

-0.3206 

Row  2 

-0.37143 

-0.37283 

-0.3678 

-0.3709 

-0.39408 

-0.3203 

Row  I  •  Root 

•0.3648 

-0.3671 

-0.3818 

-0.3676 

-0.342 

-0.3224 

Row  6  -  Tip 

0.04883 

0.0118 

0.0309 

0.02304 

0.00303 

0.01971 

Row  3 

0.04492 

0.04393 

0.0114 

0.0349 

-0.0438 

0.0278 

Row  4 

0.0031 

0.0376 

0.04762 

0.04866 

0.0403 

0.0232 

Row  3 

0.03714 

0.0547 

0.07314 

0.01283 

0.05189 

0.04422 

Row  2 

0.10603 

0.08374 

0.0686 

0.0994 

0.11018 

0.0383 

Row  1  •  Root 

0.1126 

0.0%27 

0.0862 

0.09913 

0.06614 

0.(»539 

Record  148:  DC  Q-33  Alplia»30  Bcta>-2  FENCE  ON 

fl<»lSieSorftei 

Cdlitilt  t 

OdhMii4 

Row  6  -  Tip 

-0.32673 

-0.317 

-0.3337 

-0.302% 

-0.27733 

-0.2716 

Row  3 

-0.31183 

-0.30197 

-0.3143 

-0.2872 

-0.347 

-0.2811 

Row  4 

-0.3278 

-0.30248 

-0.30068 

-0.29134 

-0.3015 

•0.2977 

Row  3 

-0.2997 

-0.2927 

-0.28336 

-0.2925 

•0.28647 

-0.27498 

Row  2 

-0.2322 

-0.26899 

-0.2944 

-0.2695 

-0.2769 

-0.26146 

Row  1  -  Root 

-0.2117 

•0.23663 

-0.2943 

-0.26918 

-0.27836 

-0.26971 

-CillMMlS 

CMtMBe# 

Row  6  -  Tip 

-0.37686 

-0.3434 

-0.3698 

-0.3133 

-0.28268 

-0.291 1 1 

Row  3 

-0.34932 

-0.3501 

-0.3227 

-0.3502 

-0.31 

-0.3097 

Row  4 

•0.3438 

-0.356 

-0.3614 

-0.3497 

-0.3525 

-0.3359 

Row  3 

-0.35784 

-0.3338 

-0.3575 

-0  33945 

-0.35678 

-0.3333 

Row  2 

-0.38373 

-0.36735 

-0.353 

-0.372 

•0.40188 

-0.332 

Row  1  -  Root 

-0.3716 

-0.3703 

-0.3773 

-0.3651 

-0.3474 

•0.3284 

0>l»pw  »»TE  ; 

Row  6  -  Tip 

0.05013 

0.0264 

0  0361 

0.01034 

0.00315 

0.01951 

Row  5 

0.03747 

0.04813 

0.0084 

0.063 

-0.037 

0.0286 

Row  4 

0.018 

0.05352 

0.06072 

0.05836 

0.051 

0.0382 

Row  3 

0.05814 

0.061 1 

0.07194 

0.04695 

0.07031 

0.03832 

Row  2 

0.15153 

0.09836 

0.0586 

0.1025 

0.12498 

0.07054 

Row  1  -  Root 

0.1599 

0.11365 

0.083 

0.09592 

0.06904 

0.05869 

Rtcord  ISO:  DC  0-33  Alplia-30  Bcta<--4  FENCE  ON 


OiIhhiS 

Row  6  •  Tip 

-0.30423 

-0.3048 

-0.3499 

•0.30346 

-0.28333 

-0.278 

4m 

''l 

Row  4 

-0.3071 

-0.29339 

-0.29708 

•0.29314 

-0.3018 

-0.2989 

4mm  C'J 

^1 

Row  2 

-0.193 

-0.2303 

-0  29 

-0.2793 

-0.2863 

•0.26348 

KoHFl-Boofc 

jk^nMiidkjh 

Row  6  •  Tip 

-0.3S006 

-0.3393 

-0.3673 

-0.3142 

-0.28377 

•0.29611 

Row  S 

-0.34832 

-0.3676 

-0.3189 

-0.3499 

•0J06S 

•0.3023 

Row  4 

-0.3634 

-0.3348 

-0.3374 

-0.3557 

-0.3561 

-0.3317 

Row  3 

-0.38384 

-0.3337 

-0.3531 

•0.33163 

-0.33509 

-0.3337 

Row  2 

-0.39363 

-0.37303 

-0.3523 

-0.373 

-0.39893 

-0.3293 

Row  I  •  Root 

-0.4024 

-0.3795 

•0.3823 

-0.3604 

•0.3424 

-0.3234 

P^.- V';'.:, 

.  ..vs^ 

Row  6  -  Tip 

0.04S83 

0.0343 

0.0174 

0.00874 

0.00224 

0.01811 

Rows 

0.03721 

0.09033 

0.0089 

0.0607 

•0.0436 

0.0301 

Row  4 

0.0S63 

0.06141 

0.06032 

0.06236 

0.0343 

0.0328 

Row3 

0.I2I94 

0.0832 

0.07394 

0.02043 

0.06123 

ojosm 

Row  2 

0.20063 

0.12233 

0.0623 

0.0933 

0.11243 

0.06382 

Row  1  •  Root 

0.2312 

0.13301 

0.0845 

0.08535 

0.03834 

0;0SI«» 

Record  1S2:  DC  Q-33  Alpha«30  Bcta--6  FENCE  ON 

'  CMwM^/JNyE' 

Row  6  -  Tip 

-0.28833 

-0.2927 

-0.3265 

-0.30196 

•0.28633 

■0.2763 

Rows 

-0,23673 

•0.23807 

-0.2993 

-0.2906 

-0.3383 

-0.2768 

Row  4 

-0.2623 

-0.27032 

-0.29298 

-0.29754 

-0.307 

-0.3074 

Row  3 

-0.222 

•0.2386 

•0.27986 

-0.301 

-0.29583 

-0.28518 

Row  2 

-0.1663 

-0.24447 

-0.2985 

-0.2905 

-0.2902 

-0.27702 

Row  1 '  Root 

-0.1384 

•0.23428 

-0.311 

-0.28725 

-0.29536 

-0.28331 

CqWHw  S 

Row  6  -  Tip 

-0.36986 

-0.3499 

-0.3862 

-0.3253 

-0.30028 

•0.31411 

Rows 

-0.3S742 

-0.3641 

-0.3246 

-0.3634 

-0.3228 

-0.3224 

Row  4 

-0.36S7 

-0.3466 

-0.3525 

-0.3583 

-0.3627 

-0.3456 

Row  3 

-0.38474 

-0.3328 

-0.3476 

-0.33695 

-0.35778 

-0.3343 

Row  2 

-0.39713 

-0.38325 

-0.3489 

-0  3631 

-0.39718 

-0.333<} 

Row  1  -  Root 

-0.3962 

•0.3681 

-OJ725 

-0.3603 

-0.3416 

-0.3284 

Row  6  -  Tip 

0.081  S3 

0.0572 

0.0597 

0.02334 

0.01375 

0.03781 

Rows 

0.10069 

0.10603 

0.0251 

0.0728 

-0.0355 

0.0436 

Row  4 

0.1034 

0.07608 

0.05952 

0.06076 

0.0557 

0.0382 

Row  3 

0.16274 

0.0942 

0.06774 

0.03595 

0.06194 

0.04912 

Row  2 

0.23063 

0.13878 

0.0504 

0.0726 

0.10698 

0.05678 

Row  1  -  Root 

0.2378 

0.11382 

0.0615 

0.07305 

0.04624 

0.04509 

Rword  154:  DC  0>33  Alplui*30  Bcta--10  FENCE  ON 


■'"isiiiiiilP' 

CMMmi# 

Row  6  -  Tip 

■0.26753 

•0.2716 

•0.3116 

-0.30206 

•0.30603 

-0.2737 

Kami 

48iJMt 

Row  4 

-0.2239 

•0.27065 

•0.30418 

-0.30844 

-0.3088 

-0.3073 

4lik38«»' 

Row  2 

•0.169 

-0.25874 

-0.3217 

•0.3015 

-0.2981 

-0.27422 

^mm 

'.V 

CMMMMS 

Row  6  •  Tip 

-0.40866 

-0.3825 

-0.3875 

-0.3548 

-0.30496 

-0.32911 

Row  5 

•0.41302 

•0.3815 

-0.3461 

-0.3573 

-0.3315 

-0.3139 

Row  4 

-0.4232 

-0.3761 

-0.3535 

-0.3433 

-0.3426 

-0.3209 

Row  3 

-0.43794 

-0.3994 

-0.3533 

-0.31235 

-0.33297 

-0.3088 

Row  2 

-0.46973 

-0.45265 

-0.3562 

-0.3392 

-0.36813 

•0.3026 

Row  1  -  Root 

-0.5355 

-0.4877 

-0.3889 

•0.3336 

-0.3087 

-0.3044 

EH* 

Row  6  -  Tip 

0.14113 

0.1109 

0.0759 

0.05274 

-0.00107 

0.05541 

Row  S 

0.1949 

0.13883 

0.0443 

0.0508 

-0.0412 

0.0348 

Row  4 

0.1993 

0.10545 

0.04932 

0.03486 

0.0338 

0.0136 

Row  3 

0.23664 

0.14 

0.03294 

-0.01855 

0.02827 

0.(n782 

Row  2 

0.30073 

0.19391 

0.0345 

0.0377 

0.07003 

0.02838 

Row  k  •  Root 

0.3652 

0.20285 

0.0522 

0.03633 

0.00934 

0.02439 

Steady  Inside,  Outside,  and  IMfEercatial  Pressnre  CoefllcicniB 

Steady  pressure  coefficients  are  listed  for  every  transducer  station 
from  each  test  conditioiL  Pressure  coefficients  from  each  test 
condition  are  divided  into  three  sections:  Inside,  Outside,  and 
Difference.  The  relevant  dyiuunic  pressure,  angle-of-attack, 
angle-of-sideslip,  and  use  of  the  LEX  force  are  listed  above  die 
pressure  coefficient  tables  for  eadi  test  cmiditioiL 


HMord  9:  DC  Q-U  Alpta-M 


FENCE  OFF 


-0.313 

•0J68 

Rows 

-1.041 

-0.749 

•0.476 

-0.323 

-0.484 

■0.17 

Row  4 

•0.64 

-0.587 

-0.524 

-0.35 

•0.361 

•0.382 

Rows 

-0.349 

-0.52 

•0.41 

-0.4 

-0J28 

•OJ64 

Row  2 

•0.351 

-0.377 

•0.287 

■0.241 

Row  1  -Root 

0007 

-0.339 

-0.387 

•0J18 

-0.279 

-OJ35 

Row  6  -  Tip 

•O.IS 

-0.327 

•0.511 

<0.435 

•0.363 

•0.242 

Rows 

-0.414 

-0.517 

•0.422 

-0.398 

-0.308 

■Ot298 

Row  4 

-0.S78 

-0.576 

-0.534 

-0.455 

-0.398 

•0.38 

Row  3 

-0.716 

•0.613 

-0.597 

-0.37 

•0.4 

-0.274 

Row  2 

-0.8S9 

-0.597 

•0.49 

•0.456 

-0.557 

-0.357 

Row  1  -Root 

-0.884 

-0.655 

•0.603 

-0.533 

•0.418 

•0^399 

s-  ^ 

Row  6 -Tip 

•0.98649 

•0.48873 

•0.01745 

0.13283 

0.05005 

-0.02657 

Rows 

-0.62653 

•0.23201 

•0.05367 

0.07462 

-0.17629 

0.12873 

Row  4 

•0.06196 

-0.01135 

0.01012 

0.10499 

0.03665 

-0.00218 

Row3 

0.36759 

0.09295 

0.18694 

•0.02987 

0.07156 

0.00969 

Row  2 

0.7S155 

0.24524 

0.05018 

0.07898 

0.26978 

0.11564 

Row  I  -Root 

0.91025 

0.31549 

0^1556 

0421469 

0.13»7 

mum 

Racord  11:  DC  Q-33  Alplii-24  Dcta-O  FENCE  OFF 

Row  6  -  Tip 

-0.473 

-0.477 

•0.419 

-0.44 

•0.326 

-0.261 

Row  S 

-0.452 

-0.427 

-0.414 

-0.295 

-0.237 

-0.213 

Row  4 

-0.542 

•0.466 

-0.462 

-0.311 

■0.334 

■0.372 

Row  3 

-0.305 

-0.377 

-0.292 

-0.426 

■OJ12 

-0.234 

Row  2 

•0.089 

-0.259 

-0.311 

-0.295 

-0.255 

-0.227 

Row  1  -Root 

•0.02 

-0.259 

-0.312 

-0.261 

-0.239 

-0.23 

Row  6  -  Tip 

-O.S63 

-0.486 

-0.432 

•0.304 

-0.255 

Rows 

•0.64 

-0.533 

•0.398 

-0.387 

-0.275 

•0JI5 

Row  4 

-0.71 

-0.568 

-0.497 

-0.31 

-0.362 

-0.376 

Row  3 

-0.701 

•0.633 

-0.579 

-0.353 

-0.415 

-0.322 

Row  2 

-0.709 

-0.747 

•0.6 

-0.51 

-0.622 

-0.412 

Row  1  -  Root 

-0.744 

-0.662 

-0.699 

-0.595 

-0.453 

-0.46 

CiilnMfe4 

Row  6  -  Tip 

•0.10604 

0.06633 

•0.00768 

-0.02195 

•0.00607 

Row  S 

0.18772 

0.10617 

-0.01527 

0.09207 

0.0384 

0.10211 

Row  4 

0.16756 

0.10167 

0.035 

-0.00105 

0.02749 

0.00393 

Row  3 

0.39683 

0.25571 

0.28643 

■0.07264 

0.10238 

o.wm 

Row  2 

0.6202 

0.48775 

0.28887 

0.21513 

0.36731 

0.18467 

Row  1  -  Root 

0.72436 

0.4032 

0.38662 

0.33382 

0.21399 

0.23036 

FENCE  OFF 


Record  12:  DC  Q-33  AlplM«2<  BoUH) 


Row  6  •  Tip 


UlUIUUlUUiSLBliBaBwuaiaBSSnBHBa 


-0.437 


•0.389 


•0.383 


-0.437 


-0.323 


•0.276 


4hm 

Am 

-.AjOO 

Row  4 

-0.459 

-0.393 

-0.4 

-0.293 

•0.336  -0.386 

RMr3 

Am 

'A0m  ' 

Row  2 

-0.06 

•0.221 

-0.28 

•0.281 

-0.261  -0.237 

Am 

■  .  ..S.. 

Am 

Am 

Row  6  -  Tip 

-0.631 

•0.494 

Row  3 

-0.698 

-0.573 

-0.437 

-0.46 

-0.389 

-0.337 

Row  4 

-0.698 

-0.374 

-0.347 

-0.31 

-0.438 

-0.485 

Row  3 

-0.733 

•0.626 

•0.604 

-0.437 

-0.499 

-0.394 

Row  2 

-0.766 

-0.707 

•0.376 

•0.381 

•0.688 

■0.47 

Row  1  •  Root 

-0.79 

-0.672 

-0.68 

•0.608 

-0.489 

-0.493 

niiiHiiHHSK' 

Row  6  -  Tip 

0.21393 

0.13333 

0.16233 

0.03734 

0.02038 

Row  5 

0.28067 

0.12668 

0.07724 

0.16973 

0.13309 

0.11084 

Row  4 

0.23936 

0.18063 

0.14627 

0.21493 

0.12218 

0.09903 

Row  3 

0.46097 

0J9367 

0.30388 

0.0382 

0.18196 

0.13972 

Row  2 

0.70617 

0.48622 

0.29383 

0.29933 

0.42773 

0.23297 

Row  I  -Root 

0.78284 

0.46036 

0.40407 

0.37178 

0J268S4 

0.27487 

Record  IS:  DC  Q-33  Alpha-28  Beta-4>  FENCE  OFF 

Row  6  -  Tip 

-0.433 

-0.439 

-0.47 

-0.508 

-0.32 

-0.295 

Row  3 

-0.431 

-0.416 

-0.415 

•0.304 

-0.444 

-0.233 

Row  4 

-0.433 

-0.423 

-0.305 

-0.345 

-0.399 

Row  3 

-0.327 

-0.36 

•0.268 

-0.415 

•0.319 

-0.248 

Row  2 

-0.137 

-0.239 

-0.298 

-0.281 

-0.27 

-0.247 

Row  1  -  Root 

-0.064 

-0.239 

-0.298 

-0.25 

-0.236 

-0.245 

Cali—  t-LB 

— nfttimirt 

Krnmmmr^ 

_ mmm _ t 

Row  6  -  Tip 

-0.728 

-0.5 

-0.576 

-0.495 

-0.303 

Row  5 

-0.762 

•0.638 

■0.383 

-0.472 

■0.329 

•0.368 

Row  4 

-0.692 

-0.652 

-0.611 

-0.564 

-0.494 

-0.518 

Row  3 

-0.686 

•0.669 

-0.663 

-0.481 

-0.331 

-0.432 

Row  2 

-0.756 

-0.633 

-0.607 

-0.604 

-0.719 

-0.304 

Row  1  •  Root 

•0.838 

-0.691 

-0.739 

-0.629 

-0.505 

■0.709 

iea.A> - -  .ifc. 

Row  6  -  Tip 

0.29249 

0.04102 

0.10647 

-0.01248 

0.00816 

0.00833 

Row  3 

0.33129 

0.24188 

-0.02924 

0.168 

-0.11476 

0.13333 

Row  4 

0.15927 

0.21905 

0.1886 

0.25903 

0.1488 

0.11936 

Row  3 

0.35887 

0.30895 

0.3977 

0.06369 

0.21169 

0.18336 

Row  2 

0.61977 

0.37396 

0.30895 

0.32291 

0.44891 

0.23702 

Row  1  -  Root 

0.77367 

0.45207 

0.44116 

0.37876 

0.26897 

0.46381 

Record  17:  DC  Q-33  Alpka-JO  BetoH)  FENCE  OFF 


ESilMHkd. 

Row  6  •  Tip 

-0.3U 

-0.4II 

-0.383 

•ojm 

RGL^iJRHHl 

-0.314 

•0.265 

Row  4 

■0.475 

-0.391 

-0.4 

-0.309 

-0.354 

Row  2 

-0.239 

-0.298 

•0.295 

•0.284 

-0.261 

OilMaftd. 

Row  6  -  Tip 

-0.712 

-0.314 

-0.598 

-0.276 

Row  5 

-0.761 

-0.671 

-0.474 

-0.479 

-0.315 

-0337 

Row  4 

-0.764 

-0.706 

-0.657 

-0.572 

-0.473 

-0.501 

Row  3 

-0.787 

-0.76 

-0.743 

-0.491 

-0.336 

-0.424 

Row  2 

-0.893 

-0.718 

-0.679 

-0.686 

-0.753 

-0.304 

Row  1  -  Root 

-0.766 

-0.807 

-0.334 

iMiiiiiiL 

Row  6  •  Tip 

0.32348 

0.10298 

0.21293 

0.10403 

0.01471 

Row  S 

0.38191 

0.32042 

0.10822 

0.19942 

0.05673 

0.1488 

Row  4 

0.28887 

0.31503 

0.2571 1 

0.26339 

0.12044 

0.09862 

Row  3 

0.48803 

0.43244 

0.47668 

0.06962 

0.20435 

0.13805 

Row  2 

0.80086 

0.47869 

0.38051 

0.39142 

0.46931 

0.24305 

Row  1  -Root 

0.91811 

0.S2887 

0.51273 

0.46865 

0.31654 

038099 

Record  19:  DC  Q-33  Afpiia«J2  Be<a«0  FENCE  OFF 


1iir44<  ommt 


iili 


Row  6-  ip 

-0.328 

-0.478 

-0.357 

Row  5 

-0.456 

•0.481 

-0.41 

-0.304 

-0.273 

-0.27 

Row  4 

-0.6 

-0.447 

-0.44 

-0.32 

•0.368 

-0.408 

Row  3 

-0.391 

-0.418 

-0.354 

-0.442 

-0.34 

•0.263 

Row  2 

-0.215 

-0.331 

-0.355 

-0.299 

-0.289 

-0.262 

Row  1  -  Root 

-0.187 

-0.337 

-0.362 

-0.279 

-0.259 

-0.256 

CaInHil 

CelaMM  7 

Row  6  -  Tip 

-0.671 

-0.321 

-0.623 

-0.531 

-0.333 

HKHRi!] 

Row  5 

-0.739 

-0.662 

-0.473 

-0.507 

-0.343 

71 

Row  4 

-0.771 

-0.652 

-0,599 

-0.509 

?] 

Row  3 

-0.826 

-0.71 

-0.547 

Row  2 

-0.858 

-0.658 

-0.752 

-0.511 

Row  1  •  Root 

-0.722 

-0.708 

-0.534 

-0.508 

iHSSSHBI 

C66lMl44e 

IPP^ 

Row  6  -  Tip 

0.14239 

0.01396 

0.14487 

0.07872 

-0.01933 

-0.04927 

Row  5 

0.28372 

0.18166 

0.06327 

0.20291 

0.07025 

0.08684 

Row  4 

0.17062 

0.23823 

0.21216 

0.2791 

0.14051 

0.12436 

Row  3 

0.43523 

0.33338 

0.35668 

0.10584 

0.22642 

0.19645 

Row  2 

0.64289 

0.39524 

0.35215 

0.35956 

0.46287 

0.24916 

Row  1  -  Root 

0.71738 

0.38531 

0.44771 

0.42895 

0.27552 

0.25174 

Row  6  -  Tip 

•0.693 

-0.704 

-0.718 

-0.639 

-0.432 

-0.338 

Row  5 

-0.736 

-0.718 

-0.334 

-0.607 

-0.304 

-0.467 

Row  4 

-0.71 

-0.69 

-0.722 

-0.699 

-0.604 

-0.629 

Row  3 

•0.784 

-0.712 

•0.768 

-0.64 

-0.631 

-0.332 

Row  2 

-0.779 

-0.742 

-0.673 

-0.72 

-0.81 

-0.339 

Row  1  -  Root 

•0.82 

•0.682 

-0.788 

-0.764 

-0J69 

•0.338 

1.'; . 

.  : 

Row  6  -  Tip 

0.241 

0.29933 

0.14983 

0.09761 

0.20993 

Row  3 

0.34961 

0.32173 

0.17383 

0J0327 

0.0096 

0.14793 

Row  4 

0.2496 

0.31767 

0.31732 

0.33983 

0.19811 

0.17629 

Row  3 

0.43181 

0.37327 

0.46534 

0.19311 

0.26945 

0.18249 

Row  2 

0.39009 

0.43343 

0.37327 

0.40736 

0.30411 

0.23047 

Row  I  •Root 

0.39302 

0.36131 

0.43033 

0.4»6S 

OJlOiT 

0.13872 

Record  26:  DC  Q-33  Alplia-40  Bcta«0  FENCE  OFF 

Row  6  -  Tip 

-0.437 

-0.487 

-0.466 

-0.512 

-0.437 

-0.426 

Row  3 

-0.47 

-0.466 

-0.42 

-0.33 

-0J37 

-0.36 

Row  4 

-0.39 

-0.432 

-0.45 

-0.371 

-0.439 

-0.483 

Row  3 

-0.438 

-0.423 

-0J72 

-0.48 

-0.406 

•0.346 

Row  2 

-0.319 

-0.394 

-0.363 

-0.351 

-0.36 

-0.352 

Row  1  -  Root 

-0.444 

-0.467 

-0.389 

-0.32 

-0.305 

-0.44 

mmm 


Row  6  -  Tip 

-0.817 

-0.69 

•0.819 

-0.781 

•0.668 

•0.628 

Rows 

•0.821 

-0.779 

-0.603 

-0.729 

-0.617 

-0J46 

Row  4 

-0.75 

-0.703 

-0.734 

-0.802 

-0.706 

-0.731 

Row  3 

-0.751 

-0.736 

-0.768 

-0.707 

-0.734 

-0.644 

Row  2 

-0.805 

-0-13 

-0.699 

-o.7r' 

•0.881 

•0.638 

Row  1  -  Root 

-0.816 

-0.722 

-0.827 

-0.762 

-0.61 

-0.634 

rnfuMT  T 

Row  6  -  Tip 

0.36057 

0.35258 

0.26897 

0.23027 

0.20164 

Row  3 

0.35092 

0.313 

0.1824 

0.3792 

0.26007 

0.18633 

Row  4 

0.15927 

0.25309 

0.28372 

0.43139 

0.26749 

0.24742 

Row  3 

0.29234 

0.33033 

0.39683 

0.22714 

0.32828 

0.29725 

Row  2 

0.4858 

0.39895 

0.33644 

0.43549 

0.52124 

0.30633 

Row  I  -  Root 

0.37178 

0.2544 

0.4381 1 

0.44204 

0.30476 

0.19414 

Rcrard  27:  DC  Q-20  Alpha-Ui  Bc(a«0  FENCE  OFF 


Root 


-0.04SS6 

0.31573 

0.I396S 

O.S2«6l 

0.7627 

0.S9496 


0.17S6S 

0.tS<S6 

0.2264 

0.42696 

0.62223 

0.47076 


0.20088 

-0.13968 

0.27446 

0.47693 

0.45144 

0.56448 


-0.06091 

0.22464 

0.31435 

0.07023 

0.46008 

a44374 


-0.1309 

-0.0144 

0.14681 

0.25194 

0.61776 

0.29333 


0.04378 

0.06768 

0.09288 

0.17294 

0.25718 

OOMtT 


IUcord30:DCQ-20Alp8««26BcM«4>  FENCE  OFF 


Row  6  - 1  ip 

-0  *'» 

Row  5 

-0.348 

-0.j43 

-0.42 

-0.271 

-0.267 

-0.219 

Row  4 

-0.465 

-0.378 

-0.327 

-0.266 

-0.307 

-0.378 

Row  3 

-0.243 

-0.205 

-0.197 

■0.271 

-0.213 

-0.129 

Row  2 

-0.021 

-0.153 

-0.221 

-0.156 

-0.143 

-0.177 

Row  1  •  Root 

0.127 

-0.164 

-0.256 

-0.159 

-0.174 

-0-I9I 

SBHHHi 

....V 

Row  6  -  Tip 

-0.473 

-0.417 

-0.369 

-0.315 

-0.176 

-0.206 

Row  5 

-0.622 

-0.415 

-0.108 

-0.326 

■0.232 

•0036 

Row  4 

-0  593 

-0.454 

-0.434 

-0.393 

-0.328 

-0.253 

Row  3 

-0.682 

-0.597 

-0.634 

-0.391 

-0.445 

-0.289 

Row  2 

-0.699 

-0.568 

-0.48 

-■>.617 

-0.771 

-0.351 

Row  1  -  Root 

-0.684 

-0.566 

-0.75 

■0.585 

-0.461 

-0.447 

lEBBioi 

HBHtB 

Row  6  -  Tip 

0.10966 

-0.05285 

0.03888 

-0.18907 

-0.06012 

-0.00706 

Row  5 

0.27387 

0.07078 

-0.31176 

0.05472 

-0.03528 

0.0072 

Row  4 

0.12744 

0.07574 

0.10742 

0.12715 

0.02117 

-0.12528 

Row  3 

0.43949 

0.39168 

0.43733 

0.12063 

0.23241 

0.15998 

Row  2 

0.67774 

0.41488 

0.2592 

0.4608 

0.62784 

0.17467 

Row  1  -  Root 

0.81072 

0  40169 

0.4932 

0.42595 

0.28685 

0.25625 

MU 


Record  37:  DC  Q-33  Alplia-30  Bcta-»-l6  FENCE  OFF 


_ cjSMttg _ - mm± _ 


Row  6  •  Tip 

-0.S96 

-0.585 

-0.563 

-0.525 

-0.559 

-0.554 

liiiiiiiiiiiii 

•em  - 

Row  4 

-0.67S 

-0  586 

-0  687 

-0.527 

-0.522 

-0.585 

Row  2 

-0.416 

-0.564 

-0.576 

-0.465 

-0.496 

-0.456 

H»irt>1t0(d 

’em 

4ijm 

•em 

lamsBmsMbm 

Row  6  -  Tip 

-0.147 

-0.268 

-0.31 

Rows 

-0.112 

-0.368 

-0.261 

-0J91 

Row  4 

-0.291 

-0.185 

-0.328 

-0.477 

-0.385 

Row  3 

■0.457 

-0.312 

-0.255 

-0.223 

-0.379 

-0.269 

Row  2 

-0.597 

-0.521 

-0.265 

-0.548 

-0.294 

Row  1  •  Root 

-0.579 

-0.498 

-0.393 

-0.243 

-0.2 

■0.259 

vvwCqw.  .  A  A  . ......w.'lvvm 

Row  6  -  Tip 

-0.62038 

-0.43767 

-0.23607 

-0.15343 

-0.29031 

-0.24388 

Rows 

-0.41097 

-0.44191 

-0.48655 

-0.12655 

■0.32029 

•0.18938 

Row  4 

-0.384 

-0.40015 

-0.47904 

-0.19872 

-0.04495 

-0.20029 

Row  3 

-0.07837 

-0.29367 

-0.36724 

-0.41693 

-0.15003 

-0.19017 

Row  2 

0.I8I22 

-0.04298 

-0.32378 

-0.19985 

0.05193 

-0.16189 

Row  1  •  Root 

•0.0270S 

-0.16015 

-0.23171 

-0.26225 

-0.30179 

-0J02t8 

Record  40:  DC  Q-33  Alpiie»30  Bett-^IO  FENCE  OFF 

Row  6  -  Tip 

-0.512 

54 

-0.528 

-0.452 

-0.393 

-0.389 

Row  S 

-0.514 

-0.491 

-0.56 

-0.417 

-0.482 

-0.325 

Row  4 

-0.692 

-0.584 

-0.648 

-0.468 

-0.469 

-0.502 

Row  3 

-0.537 

-0.576 

-0.499 

■0.472 

-0.409 

-0.315 

Row  2 

-0.412 

-0.515 

-0.493 

-0.377 

-0.378 

-0.331 

Row  1  -  Root 

-0.588 

-0.58 

-0.502 

-0.359 

-0.342 

-0.309 

fxrrsmitautm 

CMnlwl-yE 

Cdf— ml 

Cri«a»5  ~ 

CtOmmS- 

Row  6  -  Tip 

-0.348 

-0.421 

-0.438 

-0.382 

-0.232 

-0.265 

Rows 

-0.53 

■0.491 

-0.338 

-0.406 

-0.233 

-0.254 

Row  4 

-0.614 

-0.564 

-0.459 

-0.305 

-0.327 

-0.35 

Row  3 

-0.694 

-0.61 

-0.522 

-0.274 

-0.373 

-0.253 

Row  2 

-0.687 

-0.663 

-0.5 

-0.431 

-0.64 

-0.28 

Row  1  -  Rooi 

-0.569 

-0.606 

-0.691 

-0.5 

-0.362 

-0.316 

immmm  .. .  .  _ rnmmt _ _ mtm*.: . rnmm^. . mrnrn^m 


Row  6  •  Tip 

-0.16438 

-0.11956 

-0.08989 

-0.07052 

-0.16159 

-0.12388 

Row  5 

0.01667 

0.00013 

-0.2221 1 

-0.01091 

-0.24873 

-0.07069 

Row  4 

-0.07811 

-0.01964 

-0.18842 

-0.162; 

-0.14138 

-0.15229 

Row  3 

0.1577 

0.03404 

0.02287 

-0.19787 

-0.03505 

-0.06231 

Row  2 

0.2746 

0.14727 

0.00698 

0.05367 

0.26138 

-0.05105 

Row  1  -  Root 

-0.01876 

0.02531 

0.18938 

0.14095 

0.01981 

0.00694 

Record  41:  DC  Q-33  Alpha>30  Beta*>6  FENCE  OFF 


Row  6  -  Tip 

-0.64 

-0.48 

-0.307 

-0.326 

Row  5 

-0.652 

-0.594 

-0.456 

-0.529 

-0.39 

-0J3I 

Row  4 

-0.657 

-0.638 

-0.58 

-0.509 

-0.46 

-0.412 

Row  3 

-0.694 

-0  703 

-0.626 

-0.396 

-0.492 

-0.357 

Row  2 

-0.71 

-0.715 

-0.645 

-0.537 

-0.757 

-0.4 

Row  1  -  Root 

-0.644 

-0.656 

-0.749 

-0.573 

-0.432 

-0.408 

Row  6  •  Tip 

-0.07405 

-0.13178 

-0.00524 

0.01457 

-0.11097 

-0.03923 

Row  5 

-0.0178 

-0.05223 

-0.16407 

0.12218 

-0.03753 

0.02051 

Row  4 

-0.13658 

-0.02487 

-0.09722 

0.05743 

0.00262 

-0.04407 

Row3 

0.09356 

0.08073 

0.08701 

-0.14944 

0.07205 

OJ06685 

Row  2 

0.28377 

0.19298 

0.13527 

0.14618 

0.36818 

0.09164 

Row  1  •  Root 

0.14138 

0.12393 

0.25396 

a22342 

0.11101 

-0:0Mt5 

Record  44:  DC  Q-33  Alplia-30  Bet«»^4  FENCE  OFF 

Row  -Tip 

-0.552 

-0.56 

0.445 

•0.389 

-0.353 

Row  5 

-0.521 

-0.529 

-0.519 

-0.373 

-0.642 

-0.342 

Row  4 

-0.647 

-0.538 

-0.571 

-0.425 

-0.451 

-0.46 

Row  3 

-0.465 

-0.487 

-0.459 

-0.512 

-0.426 

-0.35 

Row  2 

-0.324 

-0.426 

-0.451 

-0.364 

-0.391 

-0.314 

Row  1  -  Root 

-0.368 

-0.442 

-0.456 

-0.342 

-0.319 

-0.419 

ft';  i  ^ .  ys.™ 

GelnMil4il 

CSfliMMiS 

OdmnMl 

Row  6  -  Tip 

-0.61 

-0.49 

-0.358 

-0.377 

Row  5 

-0.7 

-0.687 

-0.369 

-0.366 

Row  4 

-0.763 

-0.449 

Row  3 

-0.814 

-0.484 

-0.555 

-0.391 

Row; 

-0.923 

-0.634 

-0.838 

-0.466 

Row  1  -  Root 

-08W 

-0."  t 

-0.838 

-0.72  S 

-0.569 

-0.521 

HHHH 

. 

isiiiiiiiiiiiii 

HHffl 

Row  6  -  Tip 

0.05773 

-0.07069 

0.08858 

0.09617 

-0.03111 

0.02404 

Row  5 

0.17856 

0.15766 

0.00916 

0.19636 

-0.27316 

0.02356 

Row  4 

0.11651 

0.2016 

0.09303 

0.12681 

0.05411 

-0.01091 

Row  3 

0.34927 

0.31724 

0.28512 

-0.02813 

0.12864 

0.04111 

Row  2 

0.56129 

0.49713 

0.27884 

0.26967 

0.44749 

0.15273 

Row  1  -  Root 

0.45164 

0.32465 

0.38182 

0.384 

0.25C21 

0.10207 

Record  45:  DC  Q-3d  Alplia-30  FENCE  OFF 


GtfMIAil! 

csjUpiji 

Row  6  -  Tip 

-0.579 

•0.311 

-0.462 

•0.462 

-0.383 

-0.347 

mrns 

-«4fi 

•431} 

Row  4 

•0  387 

-0.463 

•0.326 

-0.383 

•0.413 

KMIfJ 

4l4M 

Row  2 

•0.236 

-0.343 

-0.301 

4)tm 

•04l» 

CdhhaKMUC 

ditf8iA3:^  . 

Row  6  -  Tip 

-0.697 

-0.689 

-0.717 

-0.592 

-0.396 

-0.475 

Row  5 

-0.701 

-0.705 

-0.607 

-0.644 

-0.414 

•0J86 

Row  4 

-0.79 

-0.777 

-0.728 

-0.664 

-0.596 

-0.531 

Row  3 

•0.941 

-0.842 

-0.813 

-0.576 

-0.641 

-0.48 

Row  2 

-0.927 

-0.941 

-0.784 

-0.727 

-0.912 

-0.549 

Row  1  -  Root 

-0.814 

-0.769 

•0.847 

-0.774 

•0.62 

-0.604 

R,x .  ■ .  A .  i 

Row  6  -  Tip 

0.11731 

0.17847 

0.25371 

0.12977 

0.01296 

0.1279 

Row  S 

0.19232 

0.24799 

0.14007 

0.31244 

•0.19811 

0.072 

Row  4 

0.20291 

0.31373 

0.20169 

0.2791 

0.18589 

0.11869 

Row  3 

0.5369 

0.40975 

0.40032 

0.08033 

0.23684 

0.13412 

Row2 

0.69089 

0.38396 

0.37876 

0.384 

0.5268 

0.24742 

Row  i  •  Root 

0.38473 

0.41453 

0.43375 

0.44333 

0J(tfl9 

0.17843 

Record  48:  DC  <^>33  Alpha-30  Beta-0  FENCE  OFF 

Syyvx*  »■ 

Row  6  -  T  p 

-0.53 

-0.457 

-0.451 

-0.485 

-0.4 

-0.355 

Row  3 

-0.317 

-0.512 

-0.329 

-0.372 

-0.629 

-0.331 

Row  4 

-0.71 

-0.571 

-0.583 

-0.43 

-0.439 

-0.446 

Row  3 

-0.478 

-0.49 

-0.443 

-0.306 

-0.42 

-0.346 

Row  2 

-0.264 

-0.38 

-0.421 

-0.343 

-0.391 

-0.306 

Row  I  -  Root 

-0.214 

-0.344 

-0.413 

-0.317 

•0.306 

-0.429 

CeiMait4Ji 

CoteHil 

Row  6  -  Tip 

-0.791 

-0.414 

Row  5 

-0.738 

-0.669 

-0.439 

Row  4 

-0.747 

-0.652 

-0.547 

Row  3 

•0.88 

-0.556 

Row  2 

-0.879 

O.f'^2 

-0.592 

Row  1  -  Root 

-0.843 

-0.744 

-0.783 

_ Criiiii»4 


Row  6  -  Tip 

0.241 

0.21731 

0.24349 

0.11974 

0.0086 

0.05852 

Row  3 

0.22132 

0.1882 

0.03316 

0.29716 

-0.17804 

0.10822 

Row  4 

0.03622 

0.14313 

0.1022 

0.2215 

0.16625 

0.10036 

Row  3 

0.40163 

0.28189 

0.27028 

0.04954 

0.22287 

0.15892 

Row  2 

0.6154 

0.45295 

0.26225 

0.34953 

0.51676 

0.28538 

Row  1  -  Root 

0.62924 

0.34124 

0.39142 

0.4272 

0.30999 

0.35428 

RMMTd  49:  DC  Q-33  Alph9>J0  Bcla>-2  FENCE  OFF 

— saaM - - fiaati 


Row  6  -  Tip 

9t»m9 

Row  4 

ftanrJ 

Row  2 

RlMrtoftbBi 


-0.515 


-0.475 


-0.437 


-0.624 

-0.127 


-0.494 

-0.305 


0.532 


-0.385 


-0.471 

■49tl^ 

-0.42 

-0.347 


-0.396 

-0.453 


-0.402 


Row  6  -  Tip 
Row  5 
Row  4 
Row  3 
Row  2 
Row  1 


Root 


-0.766 

-0.675 

-0.699 

-0.62 

-0.775 

-0.705 

-0.554 

-0.668 

-0.765 

-0.709 

-0.683 

-0.632 

-0.895 

-0.744 

-0.731 

-0.572 

-0.924 

-0.839 

-0.699 

-0.72 

-0.852 

-0.709 

-0.816 

-0.797 

CiiiiiMfe34y8'x 

0.25104 

0.20029 

0.26182 

0.14941 

0.27674 

OJ3731 

0.06502 

0.30022 

0.14182 

0.21469 

0.15107 

0.2119 

0.53036 

0J4255 

0.34621 

0.07573 

0.79737 

0.53455 

0.31375 

0.37309 

0.82473 

0.40364 

0.398S4 

0.46211 

Row  6  -  Tip 
Row  5 
Row  4 
Row3 
Row  2 

Row  1  -Root 


Record  52:  DC  (>>33  Alplia-30  Bcta>M  FENCE  OFF 


-0.427 

-0.531 

-0.618 

-0.652 

-0.916 

-0.634 


0.03129 

-0.11127 

0.16582 

0.22533 

0.51349 

0J(MS 


Row  6  -  Tip 

-0.386 

-0  429 

-0.463 

-0.481 

-0.456 

Row  5 

-0.431 

-0.495 

-0.399 

-0.489 

Row  4 

-0.444 

-0.508 

•0.439 

-0.456 

Row  3 

-0.315 

-0.393 

-0.505 

-0.422 

Row  2 

-0.394 

-0.377 

-0.415 

Row  1  -  Root 

0.112 

•0.284 

-0.442 

-0.366 

-0.379 

C»lif  %4JL 

. 

43alnMt4 

-0.346 

-0.469 

-0.32 


-0.527 

-0.468 

-0.594 

-0.5<a 

■0.599 

-0.783 


0.1807 

0.1132 

0.1248 

0.1^!7 

0.2784 

033727 


-0.403 

-0.373 

•0.462 

-0.312 

-0.336 

-0J61 


-0.891 

-0.742 

-0.728 

-0.62 

-0.43 

-0.45 

Row  5 

-0.733 

-0.558 

-0.654 

-0.448 

-0.455 

Row  4 

-0.811 

-0.736 

-0.686 

-0.68 

-0.627 

-0.547 

Row  3 

-0.97 

-0.8 

-0.713 

-0.588 

-0.659 

-0.522 

Row  2 

-0.912 

-0.682 

-0.71 

-0.899 

-0.563 

Row  1  -  Ror; 

-0.862 

-0.792 

-0.835 

-0.751 

-0.614 

-0.765 

BBHISBi 

wmmmtM. 

Row  6  -  Tip 

0.50457 

0.31375 

0.26487 

0.13937 

-0.02544 

0.04761 

Row  5 

0.42598 

0.3082 

0.06327 

0.25484 

-0.04058 

0.(»204 

Row  4 

0.36698 

0.312 

0.17812 

0.24113 

0.17149 

0.08509 

Row  3 

0.76643 

0.48567 

0.31916 

0.08314 

0.23694 

0.20954 

Row  2 

0.985 

0.67855 

0.288 

0.33251 

0.4836 

0.22691 

Row  1  -  Root 

0.9744 

0.50793 

0  39229 

0.38531 

0.2345 

0.40447 

50 


Record  53:  DC  Q-33  Alpka-30  Bcta->I0  FENCE  OFF 


Ej  A...  S.;  . 

Row  6 '  Tip 

-0.18 

-0.304 

-0.424 

-0.SI6 

-0.57  -0.419 

Ka»5 

AStSS 

Asm 

Row  4 

•0.021 

•0.26 

•0.494 

•0.4S8 

-0.436  -0.473 

RanrS 

<M4ai 

Am 

Row  2 

0.213 

•0.212 

-0.474 

-0.42S 

-0.44  -0.336 

RMrt>16af 

Ajm 

Am  ' 

Row  6  •  Tip 

-0.969 

-0.784 

-0.82 

-0.71 

-0.397 

-0.609 

Row  5 

-0.961 

-0.772 

-0.578 

-0.666 

-0.549 

•OJOl 

Row  4 

-0.933 

-0.829 

-0.751 

-0.652 

-0.61 

-0.559 

Row  3 

-1.048 

-0.961 

-0.778 

-0.573 

•0.621 

-0.491 

Row  2 

-1.179 

-1.148 

-0.799 

-0.667 

-0.811 

-0.497 

Row  1  -  Root 

•1.489 

•1.286 

-0.977 

-0.651 

-0.473 

•0.482 

Roiw  6  -  Tip 

Errrei::* 

0.39578 

0.19392 

Rows 

0.97152 

0.53773 

0.16582 

0.24698 

0.03796 

0.11302 

Row  4 

0.912 

0.56902 

0.25711 

0.19401 

0.15447 

0.0864 

Row  3 

1.20541 

0.72655 

0.35014 

-0.0002 

0.17945 

0.19252 

Row  2 

1.39169 

0.936 

0.32422 

0.24131 

0.37102 

0.16102 

Row  I  -  Root 

1.72233 

0.93513 

0.41^5 

0.24175 

0.079» 

002265 

Record  56:  DC  Q-33  Alphe-30  Beta-^16  FENCE  OFF 


'iiSimiiE'S  *- fikM 

'i 

L : 

Row  6  -  Tip 

-0.374 

-0.411 

-0.547 

-0.553 

-0.432 

Rows 

-0.322 

-0.486 

-0.607 

-0.5 

-0.765 

-0.458 

Row  4 

-0.535 

-0.616 

-0.711 

■0.58 

-0.554 

-0.525 

Row  3 

-0.442 

-0.616 

-0.662 

•0.71 

-0.562 

-0.443 

Row  2 

-0.392 

-0.607 

•0.688 

-0.561 

-0.539 

-0.466 

Row  1  •  Root 

-0.53 

-0.734 

-0.754 

-0.569 

-0.544 

•0.615 

4  ;.,4.  .  .•.y.  W 

1 

Row  6  -  Tip 

-1.082 

-0.817 

-0.774 

-0.634 

-0.522 

-0.51 

Row  5 

-1 

-0.753 

-0.439 

-0.609 

-0.507 

-0.416 

Row  4 

-0.908 

-0.677 

-0.608 

-0.584 

-0.597 

-0.474 

Row  3 

-0.864 

-0.669 

-0.601 

-0.456 

•0.548 

-0.415 

Row  2 

-0.787 

-0.752 

-0.554 

-0.55 

-0  "25 

-0  456 

Row  1  •  Root 

-0.717 

-0.605 

-0.673 

-0.551 

-0.43 

•0.442 

GbIhbM 

. SJeRINMMr' 

Row  6  -  Tip 

0.70748 

0.40582 

0.22691 

0.0809 

-0.05904 

0.07728 

Row  5 

0.6782 

0.26893 

-0.16844 

0.10865 

-0.25789 

•0.04189 

Row  4 

0.37309 

0.06065 

-0.10289 

0.003/5 

0.04364 

-0.05149 

Row  3 

0.42127 

0.05324 

-0.06135 

-0.2546 

-0.01345 

-0.02871 

Row  2 

0.39548 

0.14433 

-0.13396 

-0.01091 

0.18589 

-0.01004 

Row  1  -  Root 

0.16669 

-0.12916 

-0.081 16 

-0.01789 

-0.11415 

-0.17284 

Record  57:  DC  <^33  Alplia-30  Bcta--6  FENCE  OFF 


-0.572 

-(U4t 

-MSek 

Row  4 

-0.216 

-0.284 

-0.459 

-0.443 

(W 

41^117 

"0^  . 

Row  2 

0.254 

-0.377 

-0.373 

\ 

4U»f'  ' 

CMHHiMJl 

_ 

Row  6  -  Tip 

■0.967 

-0.802 

-0.734 

Row  S 

-0.979 

-0.754 

-0.561 

-0.739 

Row  4 

-0.92 

-0.702 

-0.653 

-0.696 

Row  3 

-1.061 

-0.827 

-0.685 

-0.582 

Row  2 

-I.04I 

-0.96 

-0.71 

-0.715 

Row  1  •  Root 

-0.951 

-0.859 

-0.86 

-0.767 

s'' 


-0.51 

-0.466 


Row  6  -  Tip 

0.55737 

0.39404 

0.32945 

0.16207 

0.09849 

0.20863 

Row  5 

0.73187 

0.43257 

0.13004 

0.35258 

-0.06022 

0.15185 

Row  4 

0.70429 

0.41804 

0.19427 

0.25248 

0.20247 

0.12916 

Row  3 

1.14868 

0.64015 

0.32788 

0.04824 

0.2244 

0.18641 

Row  2 

1.29526 

0.82985 

0.33295 

0.34167 

0.46047 

0.21207 

Row  1  -Root 

1.27985 

0.64887 

0.40844 

a41105 

0.24323 

<Kt334t 

Record  61:  DC  Q-33  Alpka-3S  Beta>^16  FENCE  OFF 


Row  c  -  Tip 

-0.718 

•0.688 

•J.72 

-0.634 

-0.621 

Row  5 

-0.629 

-0.642 

•0.694 

-0.589 

•0.69 

-0.607 

Row  4 

-0.826 

-0.693 

-0.763 

-0.605 

-0.626 

-0.711 

Row  3 

-0.61 

-0.69 

-0.698 

•0.725 

-0.623 

-0.588 

Row  2 

-0.49 

-0.635 

■0.665 

-0.504 

-0.554 

-0.539 

Row  I  -  Root 

-0.653 

-0.695 

-0.703 

-0.542 

-0.55 

-0.631 

eSSSBBI 

.Calnniil^JC 

.  QAmw.J... 

€!aiHHid 

CdhuHaH 

Row  6  -  Tip 

-0.562 

-0.5 

-0.499 

-0.137 

-0.33 

Row  5 

-0.604 

-0.538 

-0.318 

-0.399 

-0.295 

•0.285 

Row  4 

-0.676 

-0.595 

-0.483 

-0.435 

-0.551 

•0.411 

Row  3 

-0.824 

-0.706 

■0.58 

-0.381 

-0.495 

-0.375 

Row  2 

-0.824 

-0.864 

-0,626 

-0.476 

-0.674 

-0.379 

Row  1  -  Root 

-0.693 

-0.705 

-0.745 

-.1  557 

-0.445 

-0.429 

PHmSSHI 

IPPliWi 

Row  6  -  Tip 

-0.I66I2 

-0.21775 

-0.18895 

-0.33801 

-0.4975 

-0.29057 

Row  S 

-0.02566 

•0.1046 

-0.37615 

-0.18982 

-0.39491 

-0.32247 

Row  4 

-0.1 4%7 

-0.09731 

-0.27919 

-0.16905 

-0.07462 

-0.30022 

Row  3 

0.21443 

0.01571 

-0.11808 

-0.34362 

-0.12783 

-0.21242 

Row  2 

0.33439 

0.22898 

-0.03884 

-0.02836 

0.11935 

-0.16058 

Row  1  -  Root 

0.03927 

0.01047 

0.04276 

0.01527 

-0.10455 

-0.20121 

Si. 


lUcord  «3:  DC  <^13  Alpkv>3S  FENCE  OFF 


1 

P-' . ^ . . '  •  ■ 

. < 

Row  6  •  Tip 

•0.661 

.0.S79 

•0.624 

-0.313 

-0.446 

-0.406  1 

mrns 

% ''  -- 

Row4 

-0.729 

•0.381 

-0.617 

-0.438 

-0478 

•0.49 

iWtr} 

-  4f» 

Row  2 

•0.403 

-0.488 

^.36 

•0.398 

-0.336 

•^pwpwrs 

1 

Row  6  •  Tip 

-0.743 

•0.S41 

•0.398 

-0.474 

-0.227 

-0.278 

Rows 

-0.73 

•0.676 

-0.433 

-0.496 

-0.373 

•0J26 

Row  4 

-0.742 

-0.688 

-0.629 

-0.517 

-0.496 

-0.409 

Row  3 

-0.771 

-0.77 

-0.703 

-0.464 

-0J27 

■0.377 

Row  2 

-0.74 

•0.889 

-0.734 

•0.619 

-0.773 

0.446 

Row  1  -  Root 

-0.627 

-0.701 

-0.831 

-0.691 

-0334 

0.477 

■S*w88SSS8«^Vv-  . . .■.< ..... 

Row  6  *  Tip 

0.0826 

-0.03796 

-0.02662 

-0.0391 

•0.21873 

-0.12823 

Rows 

0.I8I6I 

0.I78I7 

•0.13615 

0.072U 

-0.34383 

-0.01789 

Row  4 

0.013S3 

0.10647 

0.01143 

0.05917 

0.01789 

•0.0816 

Row3 

0.26199 

0M9n 

0.19789 

-0.10493 

0.08918 

0.068t6 

Row  2 

0.337 

0.38782 

0.26331 

0.2392 

0.3756 

0.09033 

Row  1  -  Root 

0.09338 

0.14967 

0J28S8 

033818 

0.145a 

OMIT 

Rccom  M:  DC  Q-33  Alpha* 35  Btta-H  FENCE  OFF 

^ . 

Row  6  •  rip 

-0.S82 

-0.371 

-0.577 

•0.444 

•0.395 

Rows 

-0.3S4 

-0.S4 

-0.369 

-0.422 

-0.686 

•0.376 

Row  4 

•0.747 

-0.S98 

-0.624 

-0.461 

•0.304 

-o.ai 

Row3 

-0.S26 

-0.349 

-0.494 

-0.56 

•0.446 

-0.315 

Row  2 

•0.416 

-0.498 

-0.402 

-0.325 

Row  1  -  Root 

-0.SS4 

-0.322 

-0.505 

-0.34 

-0.371 

-0.45 

Row  6  -  Tip 

-0.7S 

-0.693 

-0.689 

-0.554 

-0.275 

-0.322 

Rows 

-0.692 

•0.724 

-0.563 

-0.374 

-0.364 

-0J73 

Row  4 

-0.727 

-0.713 

•0.694 

-0.611 

-0.561 

-0.464 

Row  3 

-0.74S 

-0.772 

-0.734 

-0.5 

-0.389 

-0.431 

Row  2 

-0.742 

-0.77 

-0.754 

-0.693 

-0.845 

-0.502 

Row  1  -  Root 

-0.604 

-0.673 

-0.843 

-0.789 

-0.612 

-0.53 

OriMHK^ 

Row  6  -  Tip 

0.16813 

0.12218 

0.11127 

0.04643 

0.16857 

-0.07327 

Rows 

0.13798 

0.18428 

•0.00436 

0.13229 

-0.32204 

-0.00131 

Row  4 

-0.0192 

0.11738 

0.0694-’ 

0.14993 

0.03629 

-0.01743 

Row  3 

0.21879 

0.222SS 

0.23974 

•0.06042 

0.143a 

0.13336 

Row  2 

0.32609 

0.27231 

0.23004 

0.32838 

0.44269 

0.17716 

Row  1  -  Root 

0.0S018 

0.13098 

0.34036 

0.44838 

0.24103 

0.07981 

53 


Rccom  67:  DC  Q-33  Alpka»3S  Bcta-M  FENCE  OFF 


Row  6  -  Tip 

0.09613 

0.05324 

0.2304 

0.16992 

-0.01759 

0.13881 

Row  S 

0.17463 

0.20042 

0.07898 

0.31724 

-0.17847 

0.08378 

Row  4 

0.01964 

0.18109 

0.14758 

0.28477 

0.21513 

0.16102 

Row  3 

0.3S505 

0.33862 

0.300S6 

0.07136 

0.26438 

0.25492 

Row  2 

0.58137 

0.42524 

0.41673 

0.42284 

0.51611 

0.26967 

Row  1  -  Root 

0.45338 

0.38749 

0.47084 

0.50618 

0.35581 

0.39007 

IUcm4  71:  DC  Q-13  A^bvOS  Btla-O  FENCE  OFF 


Row  6  -  Tip 

-0.794 

-0.64S 

-0.789 

-0.663 

-0.413 

-0.318 

Rows 

•0.82 

-0.783 

•0.663 

-0.69 

-0.499 

-0.479 

Row  4 

-0.83 

-0.735 

-0.763 

-0.723 

-0.679 

-0.613 

Row  3 

-0.947 

•0.8a 

-0.733 

-0.632 

-0.692 

-a36 

Row  2 

•0.969 

-0.938 

-0.778 

-0.74 

-0.898 

-0.393 

Row  1  'RooC 

-0.92 

-0.793 

-0.878 

-0.76 

-0.609 

-0.778 

" 

Row  6  •  Tip 

0.20871 

0.1036 

0.26487 

0.13837 

0.0134 

0.I64I2 

Rows 

0.27936 

0.30471 

0.13098 

0J198S 

-0.16038 

0.1104 

Row  4 

0.13484 

0.23133 

0.21871 

0.29873 

0.20029 

0.1392 

Row3 

0.47014 

0J83S6 

0J3438 

0.09274 

0.23749 

0.18336 

Row2 

0.63722 

0.34231 

0.37222 

0.40189 

0.47336 

0.2392 

Row  1  ‘Root 

0.63S3S 

0.4176 

0.43393 

aai6 

0.26392 

031632 

RMord  74:  DC  Q-33  AlplM«3S  Bcta->-2  FENCE  OFF 


Row  6  -  Tip 

-0.43 

•0.424 

•0.494 

-0.437 

-0.417 

-0.383 

Rows 

-0.39 

•0.398 

-o.a9 

•0.36 

•0.664 

-0.384 

Row  4 

-0.331 

-0.401 

•o.as 

-0.427 

-O.as 

-o.a7 

Row  3 

-0.323 

-0.339 

-0.377 

-0.321 

-0.433 

-0.388 

Row  2 

-0.156 

-0.284 

•0.363 

-0.325 

-0.416 

-0.325 

Row  1  -  Root 

-0.079 

-0.259 

-0.401 

-0.288 

-0.325 

-0.446 

Row  6  -  Tip 

-0.879 

-0.813 

•0.703 

-0.469 

-0.477 

Rows 

-0.796 

-0.763 

•0.62 

-0.71 

-0.329 

•0.301 

Row  4 

-0.781 

-0.736 

-0.713 

-0.719 

-0.69 

-0.61 

Row  3 

-0.892 

-0.7% 

-0.723 

-0.649 

-0.704 

-0.579 

Row  2 

-0.902 

-0.876 

-0.734 

-0735 

-0.898 

-0.58 

Row  1  -  Root 

-0.882 

-0.758 

-0.823 

-0.742 

-0.603 

-0.774 

Row  6  -  Tip 

0.44959 

0.38336 

0.31898 

0.26679 

0.0318 

0.0943 

Row  3 

0.40547 

0.36668 

017062 

0.3304 

-0.13484 

0.11738 

Row  4 

0.25047 

0.33423 

0.22831 

0.291  /5 

0.20509 

0.12393 

Row  3 

0.56876 

0.43724 

0.34383 

0.12765 

0.23131 

0.19121 

Row  2 

0.74588 

0.39182 

0.37135 

0.43025 

0.a207 

0.23527 

Row  1  -  Root 

0.80335 

0.49964 

0.42371 

0.43382 

0.2777 

0.3281 

5^ 


iUcord  75:  OC  Q-33  Alpha-3S  Bcta-^  FENCE  OFF 


WlIa.  .  -1'  — .  z: _ JmBA 

^  1 

yyptiy  ip 

BHHEESSiSl 

|||||||tQ 

mmiiQgggiii^ 

Row  6  -  Tip 
Row  5 
Row  4 
Row  3 
Row  2 

Row  I  -  Root 


_ SsUml. 


•0.908 

-0.872 

-0.879 

-0.836 

-0.842 

-0.795 

-0.989 

-0.857 

-I.IOI 

-0.969 

-0.99t 

•0.858 

•0.S4 

•0.661 

-0.801 

-0.794 

-0.833 

-0.912 


•0.732 

-0.735 

-0.749 

•0.685 

•0.836 

-0.836 


•0.434 
-0.478  -0.475 

-0.434  -0.34 


-0.488 

-0.585 

-0.693 

-0.727 

•0.941 

-0.657 


-0.587 

-0.507 

-0.633 

-0.SS8 

-0.625 

-0.805 


Row  6  -  Tip 

0.42122 

0.45295 

0.36524 

0.2297 

0.05398 

0.19903 

Row  5 

0.53987 

0.46355 

0.21207 

0.35564 

-0.10516 

0.11564 

Row  4 

0.33207 

0.39185 

0.31209 

0.31837 

0.21513 

0.1584 

Row3 

0.80221 

0.5472 

0.41532 

0.14424 

0.26926 

0.21085 

Row  2 

1.09584 

0.73462 

0.46036 

0.49309 

0.50684 

0.28451 

Row  1  -Root 

1.07302 

0.60698 

0.46996 

0.50095 

0.29254 

OJ3203 

Record  78:  OC  Q-33  Alpho«3S  Bcta--6  FENCE  OFF 


Row  6  Tip 
Rows 
Row  4 


Row  3 
Row  2 

Row  I  -  Root 


Row  6  -  Tip 
Rows 
Row  4 
Row  3 
Row  2 

Row  I  -  Root 


-0.491 

-0.452 

-0.491 

-0.495 

-0.278 

-0.335 

•0.44 

-0.394 

-0.498 

-0.339 

-0.345 

-0.486 

-0.437 

-0.49 

-0.038 

-0.28 

-0.399 

-0.566 

-0.466 

0.074 

-0.233 

-0.433 

-0.391 

-0.466 

0.132 

-0.294 

-0.508 

•0.386 

-0.412 

A  AAO  A  AAA  _  _  _  _ 


-0.884 

-0.765 

-0.524 

•0.823 

•0.806 

-0.643 

-0.758 

-0.62 

-0.869 

-0.737 

-0.747 

-0.766 

-0.723 

•1.016 

-0.812 

-0.726 

-0.612 

-0.714 

•  1.006 

-0.972 

-0.731 

-0.753 

-0.919 

-0.968 

-0.856 

-0.85 

-0.78 

-0.657 

-0.49 

-0.346 

-0.495 

-0.342 

-0.377 

-OJU 


-0.559 

-0.55 

-0.65 

-0.601 

-0.639 

-0.822 


Row  6  -  Tip 

0.39329 

0.40338 

0.35738 

0.28076 

0.0291 1 

0.06943 

Row  5 

0.54467 

0.45133 

0.20291 

0.3648 

O.I2I31 

0.20422 

Row  4 

0.53062 

0.39185 

0.26103 

0.32928 

0.23258 

0.15491 

Row  3 

0.9785 

0.53236 

0.32685 

0.04693 

0.24802 

0.25929 

Row  2 

1.08013 

0.73876 

0.2976 

0.36262 

0.45327 

0.26182 

Row  1  •  Root 

1.10007 

0.56247 

0.34211 

0.39404 

0.24454 

0.30847 

RKord  79:  DC  Qi^  Alpka-3S  Bcta--I0  FENCE  OFF 


Row  6  •  Tip 

•0.36S 

-0.439 

-0.591 

-0.602 

-0.573 

Rows 

•0.216 

-0.3S4 

-0.317 

■0.497 

-0.399 

•0.501 

Row  4 

-0.2S9 

-0.39 

•0.389 

-0.54 

-0.567 

-0.359 

Row3 

-0.021 

-0.371 

-0.549 

-0.677 

•0.363 

-0.469 

Row  2 

0.0S2 

-0.3S 

•0.6 

•0.308 

-0.34 

•0.432 

Row  1  -Root 

0.061 

-0.481 

-0.668 

•0.483 

-0.49 

•OJ64 

■  I'  . 

K  J  . . 

Row  6  •  Tip 

-1.1 

-0.96 

-0.939 

■0.778 

-0.647 

•0.694 

Rows 

•1.041 

•0.89 

-0.705 

-0.762 

-0.64 

-0.579 

Row  4 

-0.947 

-0.833 

-0.759 

-0.74 

-0.714 

-0.637 

Row  3 

•1.012 

-0.937 

-0.766 

-0.628 

-0.712 

•0.602 

Row  2 

-1.102 

•1.106 

-0.72 

-0.722 

-0.906 

•0.633 

Row  1  -Root 

•1.186 

•1.026 

-0.776 

-0.723 

-0.614 

-0.63 

.  ^ 

Row  6  -  Tip 

0.73433 

0.32038 

0.41847 

0.18737 

0.04438 

Row  S 

0.82543 

0.33399 

0.18807 

0.26444 

0.04143 

0.07898 

Row  4 

0.688S8 

0.44378 

0.16983 

0.20012 

0.I470S 

0.07811 

Row3 

0.99072 

0.38647 

0217 

•0.04907 

0.14913 

0.13274 

Row  2 

1.IS431 

0.73336 

0.12044 

0.21338 

0.36378 

0.20116 

Row  1  -Root 

1.24669 

a34458 

0.10822 

0124087 

0.1241 

QMSSS 

Record  82:  DC  Q-33  AI|iIm-3S  Beta— 16  FENCE  OFF 

U&&!AUUUjfiiSbiaUAi 


y'fr. 


Row  6  -  Tip 

-0.422 

-0.491 

-0.378 

-0.616 

-0.543 

Row  3 

-0.318 

•0.469 

-0.539 

-0.638 

-0.333 

Row  4 

■0.531 

-0.388 

-0.679 

•0.344 

-0.523 

Row  3 

-0.388 

-0.627 

■0.675 

-0.54 

-0.434 

Row  2 

-0.381 

-0.579 

-0.663 

-0.509 

-0.474 

Row  1  -  Root 

-0.497 

-0.682 

■0.701 

-0.495 

-0.312 

-0.384 

. . . . 3?-. 

WW880E-.  ■<  .— ..........  x*.  -.'SMfiflftflSflflffSftfll 

Row  6  -  Tip 

-1.086 

-0.916 

-0.896 

-0.751 

-0.579 

•0.389 

Rows 

-1.034 

•0.866 

•0.62 

-0.709 

-0.373 

-0.486 

Row  4 

-1.002 

-0.789 

-0.745 

-0.722 

-0.693 

-0.558 

Row  3 

-1.052 

•0.891 

-0.714 

-0.536 

-0.62 

-0.477 

Row  2 

-1.008 

-0.934 

-0.662 

-0.386 

-0.734 

-0.467 

Row  1  •  Root 

-0.927 

-0.754 

-0.736 

-0.602 

-0.488 

-0.482 

4 

Row  6  -  Tip 

0.66428 

0.42438 

0.31767 

0.13343 

-0.0338 

0.04433 

Row  S 

0.71616 

0.39766 

0.01833 

0.16973 

-0.06438 

-0.04669 

Row  4 

0.4704 

0.2016 

0.06598 

0.16084 

0.14924 

0.03491 

Row  3 

0.64512 

0.30284 

0.08631 

•0.11846 

0.0798 

0.04329 

Row  2 

0.62675 

0.35564 

-0.00087 

0.08684 

0.24513 

-0.00698 

Row  1  -  Root 

0.42982 

0.07156 

0.03447 

0.10647 

-0.02383 

-0.10259 

Record  87:  DC  Q-33  Alplia-20  Bcta-0  FENCE  ON 


UTinrSiTVHBi 

-0.334 

-0.183 

•0.084 

-0.157 

s  . 

Row  4 

•0.381 

-0.33 

•0.185 

nvP'ii' 

Row  2 

-0.061 

-0.219 

-0.313 

■0.1  ss 

anmarniMitm. 

-CMbmiS 

01iiiRj»»  ■■ 

Row  6  -  Tip 

0.213 

0.022 

-0.149 

•0.193 

-0.088 

•0.011 

Row  5 

0.225 

0.019 

0.06 

-0.213 

•0.098 

0.003 

Row  4 

-0.12 

-0.237 

-0.19 

-0.097 

-0.21 

-0.173 

Row  3 

-0.422 

-0.32 

-0.236 

-0.1 

-0.137 

-0.018 

Row  2 

-0.602 

-0.355 

-0.217 

-0.099 

-0.3 

0.003 

Row  1  -Root 

-0.364 

-0.307 

-0.333 

•0.125 

•0.061 

-0.032 

Row  6  •  Tip 

-1.60961 

-0.35593 

-0.03335 

0.10927 

-0.06851 

0.0031 

Row  5 

-1.37271 

-0.16132 

-0.24349 

0.13004 

-0.03927 

0.03055 

Row  4 

-0.26095 

-0.06895 

-0.14042 

•0.08832 

0.00524 

0.10953 

Row3 

0.169^ 

-0.04364 

-0.W743 

•0.16689 

•0.00976 

-0.07146 

Row  2 

0.54166 

0.33335 

-0.09862 

•0.05629 

0.20105 

-0.01593 

Row  1  -Root 

0.59215 

0.36916 

0.!02S5 

0103046 

•0.02732 

000614 

Record  90:  DC  Q-33  Aiphe-24  Beta-O  FENCE  ON 

tOalMMiiB 

Row  6-  rip 

-0.434 

'  -6.3 . 

-0.267 

•0.177 

-0.089 

-0.059 

Row  5 

-0.285 

-0.324 

•0.148 

-0.186 

-0.018 

Row  4 

-0.412 

•0.247 

-0.249 

-0.247 

Row  3 

-0.276 

•0.341 

-0.204 

-0.125 

Row  2 

-0.269 

•0.164 

-0.101 

-0.025 

Row  1  -  Root 

-0.13 

-0.214 

•0.08 

-0.084 

•0.025 

_ _ _ 

. 

OatHBaa4 

.... ... 

Row  6  -  Tip 

-0.243 

-0.267 

-0.131 

-0.083 

Rows 

-0.363 

-0.192 

-0.297 

-0.13 

•0.12 

Row  4 

-0.434 

-0.443 

-0.34 

-0.164 

-0.268 

-0.22 

Row  3 

-0.459 

-0.357 

-0.172 

-0.278 

-0.169 

Row  ? 

-0.456 

-0.39 

0.379 

-0.502 

-0.208 

Row  1  -  Root 

-0.414 

-0.47 

-0.505 

-0339 

-0.248 

-0.189 

msBSBml 

Row  6  -  Tip 

-0.18969 

0.0192 

0.12044 

0.09007 

0.04259 

0.02404 

Row  5 

0.07863 

0.01739 

-0.13222 

0.1488 

-0.05629 

0.10124 

Row  4 

-0.07505 

0.02095 

-0.07191 

-0.08265 

0.0192 

-0.02662 

Row  3 

0.0521 

-0.02356 

0.08047 

-0.16907 

0.07399 

0.04416 

Row  2 

0.35097 

0.24436 

0.12044 

0.21513 

0.40167 

0.18301 

Row  1  -  Root 

0.39884 

0.33905 

0.29105 

0.25981 

0.16337 

0.16403 

iUcortI  91:  DC  Alpha-M  BMa-0  FENCE  ON 


Row  6  •  Tip 

-0.384 

-0.359 

-0.25 

-0.106 

-0.099 

Row  5 

-0.407 

•0.302 

•0.294 

-0.304 

-0.141 

•0.141 

Row  4 

-0.476 

-0.466 

-0.374 

-0.305 

-0.297 

-0.233 

Row  3 

•0.469 

-0.468 

•0.404 

-0.281 

-0J36 

•0.213 

Row  2 

-0.485 

•0.398 

-0.437 

-0.418 

-0.532 

-0.235 

Row  1  -Root 

-0.497 

•0.49 

-0.567 

-0.387 

■0275 

-0.216 

Row  6  •  Tip 

•0.02125 

0.01833 

0.03796 

0.01501 

-0.02055 

0.01881 

Rows 

0.06118 

0.00799 

-0.0672 

0.13615 

-0.04145 

0.126SS 

Row  4 

-0.04623 

0.06982 

0.0014 

0.07444 

0.0576 

0.01178 

Row3 

0.07174 

0.11171 

0.I642S 

-0.02987 

0.13983 

0.1(807 

Row  2 

0.40202 

0.40605 

0.2064 

0.27665 

0.42851 

0.23206 

Row  1  -Root 

0.30095 

0.39321 

0J74S4 

0J1S97 

0.19217 

ai8t47 

Record  94:  DC  Qr33  Alpiia«28  Bcta-0  FENCE  ON 


Row  6  -  Tip 

-0.353 

•0.342 

-0.139 

-0.101 

Row  3 

•0.384 

•0.296 

•0.348 

•0.163 

-0.398 

-0.04 

Row  4 

-0.522 

-0.391 

•0.383 

-0.223 

-0.237 

-0.244 

Row  3 

-0.363 

-0.326 

-0.21 

-0.303 

-0.199 

-0.116 

Row  2 

-0.048 

-0.173 

-0.226 

-0.146 

-0.141 

-0.039 

Row  1  -  Root 

0.028 

-0.092 

-0.203 

-0.085 

•0.101 

-0.161 

Row  6 -Tip  0.06384  -0.0864  0  0737S  0.03814  -0.00825  0.02884 

Rows  0.07643  0.1258  -0.096  0.19462  -0.22865  0.11695 

Row  4  -0.01484  0.12131  0.03456  0.02033  0.0II78  0.05236 

Row  3  0.1193  0.17435  0.23581  -0.00064  0.14274  0.13274 

Row  2  0.48842  0.44472  0.23564  0.28931  0.42709  0.21343 

Row  1  -  Root  0.55985  0.42572  0.34735  0.34569  0.20963  0.08461 


Record  96:  DC  Q-33  Alpha-30  Beta-O  FENCE  ON 

OhhMMtjl 

€MII«»4 

GabiiwS 

Row  6  -  Tip 

-0.304 

-0.302 

■0.25 

-0.139 

♦.11 

■♦nr 

♦tit  - 

Row  4 

-0.497 

-0.359 

-0.374 

-0.214 

-0.227 

♦.238 

9am3 

4tm^ 

♦W 

Row  2 

-0.045 

-0.137 

-0.142 

4-11* 

•9m 

>♦098 

fSWUfe... 

CBteMttlAX 

- % 

CSalMHaJ.. ' 

GalaMK4 

Row  6  -  Tip 

-0.36 

-0.323 

-0.465 

-0.21 

-0.155 

♦.156 

Row  S 

-0.392 

-0.472 

-0.339 

-0.37 

-0.175 

♦.168 

Row  4 

-0.432 

-0.508 

-0.437 

-0.374 

-0.365 

♦.323 

Row  3 

-0.506 

-0.507 

-0.469 

-0.339 

-0.396 

♦.278 

Row  2 

-0.536 

-0.534 

-0.494 

-0.47 

-0.602 

♦.281 

Row  1  -  Root 

-0.542 

■0.532 

-0.603 

-0.476 

-0.361 

♦.294 

"iimmiir  ■ 

Row  6  -  Tip 

0.05599 

0.02051 

0.16276 

-0.03953 

0.01606 

0.0463 

Row  3 

0.08387 

0.23359 

0.02662 

0.19462 

-0.23695 

0.10822 

Row  4 

-0.06545 

0.14924 

0.06249 

0.15997 

0.13789 

0.08553 

Row  3 

0.15421 

0.19418 

0.25545 

0.03514 

0.19887 

0.16241 

Row  2 

0.49148 

0.37243 

0.2832 

0.33295 

0.46004 

0.23633 

Row  I  'Root 

0.5328 

0.45247 

0.42502 

0.39631 

0.26243 

02417 

Record  98:  DC  Q«J3  \(pha-J2  Beta>0  FENCE  ON 

CdKiwtA^JE  _ C^HawlS _ SOSS*. 


Row  6  -  :p 

♦  351 

♦  324 

♦  309 

♦.257 

♦.139 

♦  108 

Row  5 

♦.378 

♦  302 

♦.306 

♦.16 

♦.409 

♦  129 

Row  4 

-0.507 

♦.334 

♦.314 

♦.17 

♦.213 

♦.237 

Row  3 

♦.329 

♦.273 

♦.162 

♦  249 

♦.174 

♦098 

Row  2 

-0.038 

-0.145 

♦.185 

-0.111 

♦  136 

♦  045 

Row  1  -  Root 

-0.016 

-0.083 

♦  183 

♦.078 

♦  103 

♦.069 

BRBBHBI 

OiiwMi2 

CalnutJi  i 

Row  6  -  Tip 

♦  451 

♦.514 

♦.267 

♦  183 

♦  194 

Row  5 

♦.449 

-0.433 

♦.308 

♦.45 

♦  254 

♦239 

Row  4 

-0.56 

-0.545 

♦  415 

-0.475 

-0.452 

♦391 

Row  3 

♦.57 

♦  563 

♦.509 

♦  397 

♦.47 

-0.355 

Row  2 

-0.601 

-0.581 

♦  515 

♦  548 

♦  675 

-0.349 

Row  1  -  Root 

-0.597 

-0.575 

♦.639 

-0.551 

♦  424 

♦  346 

wai»n  rr^  b  ^  >«i 

s;4-- 

Row  6  -  Tip 

0.09919 

0.06065 

0.20465 

0.00934 

0.04372 

0.08601 

Row  5 

0.07078 

0.13104 

0.00131 

0.28975 

♦  15578 

0.10996 

Row  4 

0.05324 

0.2112 

0.10132 

0  30441 

0.23956 

0.15404 

Row  3 

0.24105 

0.29062 

0.34665 

0.1486 

0.29607 

0.25711 

Row  2 

0.56348 

0.43667 

0.33033 

0.4368 

0.53902 

0.3038 

Row  1  -  Root 

0.58124 

0.49169 

0456 

0.47284 

0.3209 

0.27705 

Go 


Record  102:  DC  Q-33  Alpha-36  BcU-0  FENCE  ON 


Row  6 '  Tip 

^.449 

-0.36 

-0.327 

MBjEIQfl 

4km 

•9m 

Row  4 

-0,508 

-0.343 

-0.355 

-0.212 

-0.281 

-0 

Raw? 

4km 

-04t« 

4im 

4kam 

Row  2 

-0.118 

-0.225 

-0.271 

-0.212 

-0.242 

-0.16 

4k,m 

4km 

•9m 

.  rmm.1i . 

Row  6  -  Tip 

-0.597 

-0.32 

-0.348 

Row  5 

-0.488 

-0.502 

-0.449 

-0.S6I 

-0.432 

-0.394 

Row  4 

-0.558 

-0.568 

-0.548 

-0.549 

-0.549 

-0.519 

Row  3 

-0.565 

-0.563 

-0.55 

<0.478 

-0.56 

-0.463 

Row  2 

-0.658 

-0.591 

-0.546 

-0.632 

-0.748 

-0.465 

Row  1  -  Root 

-0.6S5 

-0.597 

. 

-0.649 

4k.5T2 

'***^ .  " 

-0.462 

-0.438 

Row  6  -  Tip 

0.14762 

0.11476 

0.28233 

0.17647 

0.11376 

0.15103 

Row  5 

0.10961 

0.16377 

0.10822 

0.35956 

0.15622 

0.18633 

Row  4 

0.04931 

0.22473 

0.19296 

0.33757 

0.26749 

0.2256 

Row  3 

0.22228 

0.24655 

0.27116 

0.13158 

0.29539 

0.27631 

Row  2 

0.54035 

0.36633 

0.27491 

0.42022 

0.50618 

0.30476 

Row  1  •  Root 

0.5232 

0.4032 

0J6175 

0.40071 

0.26854 

0.27312 

Record  104:  DC  Q-33  Alpha»40  Bcta-0  FENCE  ON 

1 

1 

•fitfiMti-?- 

Row  6  -  Tip 

-0.4% 

-0.393 

-0.411 

-0.393 

-0.323 

-0.264 

Row  5 

-0.384 

-0.358 

-0.371 

-0.258 

-0.32 

-0.19 

Row  4 

-0.539 

-0.369 

-0.41 

-0.274 

-0.353 

-0.3j 

Row  3 

-0.391 

-0.352 

-0.288 

-0.35 

-0.297 

-0.242 

Row  2 

-0.186 

-0.271 

-0.275 

-0.203 

-0.242 

-0.141 

Row  1  -  Root 

-0.274 

-0.272 

-0.312 

-0.187 

-0205 

-0.162 

Cetami  14UE 

CdWHRl 

CMaaiaS 

CrtMHlS 

OOumMX 

Row  6  -  Tip 

-0.676 

-0.547 

-0.727 

-0,661 

-0.504 

-0.59 

Row  5 

-0.604 

-0.648 

-0.519 

-0.649 

-0.537 

-0.468 

Row  4 

-0.595 

-0.577 

-0.578 

-0.62 

-0.617 

-0.585 

Row  3 

-0.718 

-0.576 

-0.562 

-0.519 

-0.599 

-0.504 

Row  2 

•’45 

■  633 

-0,555 

-0.637 

-0  759 

-0.47 

Row  1  -  Root 

-0.782 

-0.667 

-0.665 

-0.572 

-0.467 

-0.438 

Row  6  -  Tip 

0.17948 

0.15447 

0.3168 

0.2681 

0.1814 

0.32601 

Row  5 

0.22045 

0.29031 

0.14793 

0.39055 

0.21644 

0.2784 

Row  4 

0.05585 

0.20858 

0.16809 

0.3463 

0.26356 

0.23476 

Row  3 

0.32701 

0.22385 

0.27465 

0.16824 

0.3027 

0.26191 

Row  2 

0.55911 

0.36131 

0,28015 

0.43375 

0.51709 

0.32893 

Row  1  -  Root 

0.50749 

0.39491 

0.35345 

0.38487 

0.26243 

0.27617 

Record  106:  DC  <^20  Alpiie-26  Bcta-0  FENCE  ON 


Row  6  •  Tip 

-0.201 

-0.143 

-0.188 

Mmi 

•4.Kei  . 

0m 

Row  4 

-0.423 

-0.217 

dLGlSx 

Row  2 

■iiiiiiiiiiiB 

fkm 

•om* 

Tip 


Row6- 
Rows 
Row  4 
Row  3 
Row  2 

Row  I  -  Root 


^JSmrnM.. . i 

-0.197 

-0.117 

-0.147 

0.002 

0.131 

0.094 

-0.252 

-0.192 

0.035 

-0.112 

0.027 

0.094 

-0.273 

-0.265 

-0.162 

-0.06 

-0.104 

0.037 

-0.321 

-0.272 

-0.253 

-0.054 

-0.178 

-0.027 

-0.332 

-0.363 

-0.199 

•0.301 

-0.327 

-0.032 

-0.242 

-0.345 

-a319 

-0.243 

-0.16 

-0.078 

■cttitMM  t'f  y 

— .  ^ 

Row  6  -  Tip 

•0.0041 

•0.08366 

0.0036 

-0.19051 

-0.06588 

0.03175 

Rows 

0.10483 

0.1183 

-0.21816 

0.1764 

-0.17712 

0.(0808 

Row  4 

-0.14976 

0.0329 

-0.0553 

-0.01397 

-0.0077 

0.04752 

Row  3 

0.14213 

0.13392 

0.16803 

•0.03561 

0.16891 

0.11218 

Row  2 

0.36598 

0.32843 

0.1044 

0.38932 

0.60678 

0.19066 

Row  1  -  Root 

0.40104 

0.4181 

0.22104 

0134S48 

0Jtl557 

02Bm 

Record  108:  OC  Q«20  Alpita»28  Beta^  FENCE  ON 


Row  6  -  Tip 

-0.2 

•0.142 

Row  5 

-0.161 

-0.067 

-0.159 

-0.061 

-0.192 

0.073 

Row  4 

-0.392 

-0.21 

-0.201 

-0.081 

-0.136 

0.066 

Row  3 

-0.165 

-0.107 

•a064 

-0.095 

-0.027 

0.072 

Row  2 

0.042 

-0.014 

-0.085 

0.081 

0.053 

0.126 

Row  1  -  Root 

0.19 

0.093 

-0.104 

0.084 

0.028 

0.101 

CabiMil 

_ omrni 

_ GmmS 

Row  6  •  Tip 

-0.141 

Row  5 

-0.279 

-0.238 

-0.171 

Row  4 

-0.331 

-0.176 

Row  3 

-0.373 

-0.344 

-0.175 

-0.265 

Row  2 

Row  1  -  Root 

-0.309 

-0.398 

-0.377 

-0.31 

-0.209 

-0.116 

Row  6  -  Tip 

0.04126 

-0.06098 

0.036 

-0.17323 

-0.06523 

0.04939 

Row  5 

0.11779 

0.17086 

-0.19296 

0.11016 

-0.16488 

0.04536 

Row  4 

-0.0612 

0.12125 

0.00014 

0.04507 

0.04032 

0.0864 

Row  3 

0.20765 

0.2376 

0.26741 

0.08031 

0.2388 

0.17755 

Row  2 

0.45022 

0.39933 

0.20376 

0.4824 

0.657 

0.21938 

Row  1  -  Root 

0.49896 

0.49068 

0.27216 

0.39406 

0.23645 

0.21663 

Record  1 14:  DC  Q-13  Alpho-iS  BcU>4^l6  FENCE  ON 


Hi3SSS39EBEEiSii 


-0.471 

-0.413 

■0.372 

-0.336 

A»»$ 

«(yii 

■IMMA 

•WWr 

Row  4 

-0.569 

-0.449 

-0.455 

-0.344 

•0.41 

4km 

'X 

4m$ 

Row  2 

-0.288 

-0.398 

•0.433 

-0.312 

■0.233 

■0.249 

IbWlMoJlMd 

4mr' 

'  r  ^ 

Row  6  -  Tip 

-0.34 

-0.156 

-0.259 

-0.167 

Rows 

-0.355 

•0.311 

-0.067 

-OJ229 

-0.124 

Row  4 

-0.497 

-0.391 

-0.291 

-0.127 

-0.227 

Row  3 

-0.556 

-0.452 

•0J24 

•0.095 

■0.168 

Row  2 

-0.578 

-0.585 

-0.387 

-0.247 

■0.113 

Row  1  •  Root 

-0.486 

-0.562 

■o.sorj 

-0.258 

-0.179 

■0.146 

Row  6  -  Tip 

-0.16831 

•0.29498 

-0.21207 

-0.24393 

■0.35359 

-0.26221 

Rows 

•0.02828 

-0.02125 

-0.39098 

-0.12916 

•0.36829 

■0.20684 

Row  4 

-0.07244 

-0.05804 

-0.16355 

-0.21617 

-0.10735 

-0.18284 

Row3 

0.0569 

0.03055 

-0.09583 

•0.26813 

-0.08296 

■0.1138 

Row  2 

0.28988 

0.1872 

-0.04582 

-0.06502 

0.15742 

-0.13571 

Row  1  •  Root 

•0.00087 

0.11302 

0.05673 

■0.03971 

•0.16172 

-0.12048 

Record  116:  DC  Q«33  Alphe->3S  Beta»«-10  FENCE  ON 

t  i.iJB'.ygBnaanooaBflB 

Row  6 '  Tip 
Row  5 
Row  4 
Row  3 
Row  2 

Row  I  •  Root 


-0.4 
-0.392 
-0.558 
-0.449 
-0.251 
-0.448 

xCrihittf  i 


-0.392 

-0.301 

-0.423 

-0.427 

-0.343 

-0.344 


-0.421 

-0.43 

-0.425 

-0.341 

-0.35 

-0.322 


-0.343 

-0.295 

■0.303 

-0.391 

-0.229 

-0.179 


-0.243 

-0.383 

-0.346 

-0.293 

-0.222 

-0.221 


-0.247 

■0.22 

-0.346 

-0.222 

-0.16 

-0.168 


Row  6  -  Tip 
Row  5 
Row  4 
Row  3 
Row  2 

Row  I  -  Root 


-0.578 

-0.296 

-0.412 

-0.31 

-0.104 

•0.146 

-0.588 

-0.532 

-0.32 

-0.367 

-0.193 

-0.207 

-0.591 

-0.557 

-0.47 

-0.288 

-0.416 

-0.329 

-0.53 

-0.564 

-0.321 

-0.283 

-0.402 

-0.297 

-0.538 

-0.592 

-0.537 

-0.507 

-0.612 

-0.309 

-0.445 

-0.542 

-0.606 

0.543 

-0.407 

-0.316 

HRSS 

HHHB 

RIHiH 

Row  6  -  Tip 

0.17773 

-0.096 

-0.00873 

-0.03343 

-0.13916 

-0.10163 

Row  5 

0.19601 

0.23097 

-0.10996 

0.07156 

-0.18938 

-0.01353 

Row  4 

0.03316 

0.1344 

0.0446 

-0.01414 

0.07069 

-0.01789 

Row  3 

0.10097 

0.13745 

0.17996 

-0.10755 

0.10683 

0.07427 

Row  2 

0.28639 

0.24938 

0.18764 

0.27753 

0.38989 

0.14876 

Row  1  -  Root 

-0.00262 

0.19724 

0.28364 

0.3634 

0.18607 

0.14788 

Record  118:  DC  Q-33  Alplia-35  Bcta->6  FENCE  ON 


''ColMMi'2  ' 

<  1 

Row  6  -  Tip 

•0.441 

-0.407 

-0.393 

-0.296 

■0.227 

-0.176 

wmismmim 

•9m  ' 

A  -"-V 

* ' '  jiSSii9u^!!r  ’ 

Row  4 

-0.645 

-0.49 

•0469 

■0.339 

-«.32i 

JMm 

4W»f 

Row  2 

-0.315 

-0.366 

-0  355 

-0.233 

-0.24 

-0.158 

4),40» 

-OJif 

•9m' 

OiTiSBHrSMbw 

CUtoMlMUE 

f*dtn— T 

omm$ 

BiMiMHIiL 

Row  6  -  Tip 

-0.447 

-0.581 

-0.25 

-0.259 

Row  5 

-0.487 

-0.493 

-0.41 

-0.526 

•0.338 

-0.286 

Row  4 

-0.562 

Row  3 

-0.529 

-0.523 

-0.556 

-0.427 

•0.388 

Row  2 

-0.492 

-0.649 

-0.597 

Row  1  -  Root 

-0.447 

•0.49 

-0.59 

■0.579 

-0.394 

cmm-t _ msmi - mrn^. 


Row  6  -  Tip 

0.06166 

0.04058 

0.18764 

0.11276 

0.02256 

0.08295 

Row  5 

0.03325 

0.09569 

-0.00873 

0.26356 

0.01484 

0.06938 

Row  4 

-0.13571 

0.05105 

0.09347 

0.22368 

0.17149 

0.08335 

Row  3 

-0.02993 

0.04538 

0.17123 

0.0334 

0.21046 

0.15892 

Row  2 

0.17729 

0.28287 

0.19287 

0.36393 

0.47804 

0.24772 

Row  1  •  Root 

0.0384 

0.17193 

0.27011 

0.40529 

0.28207 

0JX»I 

Record  120:  DC  Q-33  Alpka-3S  Bete-4-4 

FENCE  ON 

Row  6-  :  .3 

-0.489 

-0.405 

-0.357 

-0.219 

-0.172 

Row  5 

-0.37 

•0.318 

-0.347 

-0.217 

-0.288 

-0.148 

Row  4 

-0.553 

-0.403 

-0.375 

-0.235 

-0.289 

-0.275 

Row  3 

-0.457 

-0.374 

•0.28 

-0.349 

-0.274 

-0.249 

Row  2 

-0.237 

-0.296 

-0.309 

-0.194 

-0.211 

-0.141 

Row  1  •  Root 

-0.393 

-0.264 

-0.298 

-0.154 

-0.171 

-0.145 

CjRjr!Rai«  CBlw»t4JE  Ciltmmt  CriMwel.. . Oiimm* .  Crtwwfcg .  Q*HMi»gE 


fc.  ■»».  .4 —.A-v*-.—x.A.«..<<>.«eepe»c 

-0.384 

-0.229 

Row  5 

-0.541 

-0.513 

-0.4/1 

-0.342 

-0.285 

Row  4 

-0.499 

-0.511 

-0.483 

-0.467 

-0.5 

-0.407 

Row  3 

-0.515 

-0.481 

-0.393 

-0.484 

-0.369 

Row  2 

-0.515 

-0.552 

-0.501 

-0.547 

-0.675 

-0.346 

Row  1  -  Root 

-0.46' 

-0.:  •» 

-0.579 

-0.547 

-0.467 

-0.351 

Hm ^ iT  7  y 

Row  6  -  Tip 

-0.03434 

-0.02095 

0.18415 

0.14025 

-0.01 148 

0.05677 

Row  5 

0.17114 

0.19475 

-0.0144 

0.25396 

0.05367 

0.13745 

Row  4 

-0.0541 1 

0.10865 

0.10743 

073284 

0.2112 

0  13178 

Row  3 

0.05821 

0.13265 

0.20047 

0.04431 

0.20975 

0.11965 

Row  2 

0.27897 

0,2556 

0.192 

0.35302 

0.46385 

0.20544 

Row  1  -  Root 

0.06807 

0.24262 

0,28189 

0.39286 

0.29647 

0.20592 

iUcord  122:  DC  Alpha-JS  lteta>^2  FENCE  ON 


I  ;  ,  .  'J  -  di&il 

WHBU 

^§1'  T  ;  n 

Row  6  -  Tip 

-0.398 

-0.374 

-0.37 

-0.348 

•0.196 

-0.187 

•MB,- 

.  ..  .  .mm;- 

s  Ux  mip  *'  w '  / 

Row  4 

•0.6 

•0.422 

-0.397 

-0.263 

•0.314 

-0.296 

ftMT'l 

mm,,,- 

mm 

Row  2 

-0.226 

-0.301 

-0.333 

•0.223 

-0.232 

•0.147 

'MB 

MB' 

> 

mm 

8aL'\ . .  .  a 

m 

Row  6  -  Tip 

-0.469 

-0.433 

-0.431 

-0.283 

Row  S 

•0.341 

-0.474 

•0.426 

-0.494 

-0.323 

•0.309 

Row  4 

-0.533 

-0.312 

-0.308 

-0.487 

-0.31 

•0.452 

Row  3 

•0.312 

•0.304 

-0.303 

-0.387 

-0.495 

-0.394 

Row  2 

•0.328 

•0.332 

-0.313 

-0.366 

•0.691 

-0.376 

Row  1  -  Root 

•0.312 

-0.334 

-0.593 

-0.333 

-0.451 

-0.377 

^  . . Mw.jMtsaBWS 

an* 

Row  6  -  Tip 

0.07169 

0.06109 

0.19069 

0.10272 

0.04612 

Rows 

0.13798 

0.19693 

0.05498 

0.23309 

-0.18807 

0.13229 

Row  4 

-0.06633 

0.08989 

0.11092 

0.22106 

0.19349 

0.1 3378 

Row3 

0.01807 

0.08509 

0.16294 

0.0238 

0.21714 

0.19078 

Row  2 

0.30209 

0.23102 

0.17847 

0.34167 

0.43831 

0.22822 

Row  1  'Root 

0.24393 

0.30851 

0.30938 

0.37318 

0.25807 

0.1(05 

Rceord  124:  DC  Q-J3  AIpka-JS  Bcta-0  FENCE  ON 

Row  6  •  Ti? 

-0.367 

-0.323 

-0.262 

-0.208 

-0.163 

Row  S 

-0.343 

-0.221 

-0.317 

•0.21 

-0.303 

-0.217 

Row  4 

-0.491 

-0.363 

-0.333 

-0.27 

-0.32 

-0.305 

Row  3 

•0.408 

-0.373 

-0.315 

-0.35 

-0.293 

-0.274 

Row  2 

-0.153 

-0.236 

-0.312 

-0.199 

-0.226 

-0.141 

Row  1  •  Root 

-0.169 

-0.187 

-0.28 

-0.156 

-0.19 

■0.267 

atatmi  Oiimmi  "  Cdiy^td  ' 


Row  6  •  Tip 

-0.347 

-0.495 

•0.288 

-0.294 

Row  3 

•0.478 

•0.484 

-0.462 

•0.536 

-0  381 

-0.331 

Row  4 

-0.527 

-0.521 

-0.501 

-0.545 

-O.J65 

•0.306 

Row  3 

-0.304 

-0.511 

-0.494 

-0.459 

0.358 

-0.473 

Row  2 

-0.334 

-0.542 

-0.521 

5  so 

-0.734 

-0.446 

Row  1  •  Root 

-0.317 

-0.532 

-0.59 

-0.559 

-0.485 

-0.416 

mmmmm.:,. . :  .emimmrn: ..;  rnmm..... .  ^ 


Row  6  -  Tip 

0.14108 

0.22211 

0.26749 

0.23319 

0.07972 

0.13032 

Row  3 

0.13318 

0.26326 

0.14487 

0.34604 

-0.12175 

0.13333 

Row  4 

0.03578 

0.15665 

0.16765 

0.27317 

0.2448 

0.20116 

Row  3 

0  09617 

0.13833 

0.17908 

0.10845 

0.26314 

0.19907 

Row  2 

0  40159 

028604 

020858 

0.37004 

0.30823 

0.30332 

Row  1  -  Root 

0.34778 

0.34316 

0.31069 

0.40329 

0.29559 

0.14%3 

US 


Record  126:  DC  (^33  Alplu-35  Beta-- 

■2  FENCE  ON 

Row  6  •  Tip 

^.39S 

-0.374 

•0.391 

•0.32 

-0.271 

•0203  1 

■«  V"> 

Row  4 

-0.4SS 

-0.321 

•0.31 

-0.226 

•0.302  1 

i«ir$ 

4^ 

Row  2 

-0.148 

^>.242 

-0.185 

•0.144 

S 

1 

Row  6  -  Tip 

-0.468 

-0.636 

•0.521 

-0.324 

•0.364 

Rows 

-0.S64 

-0.487 

•0.462 

-0.548 

-0.452 

•0.4(a 

Row  4 

-0.S76 

-0.541 

-0.518 

-0.515 

-0.54 

-0.505 

Row  3 

-0.617 

-0.512 

-0.506 

-0.457 

-0JS2 

-0.47 

Row  2 

-0.6S3 

-0.541 

-0.505 

-0.597 

-0.739 

-0.456 

Row  1  -  Root 

•0.64S 

-0.577 

-0.604 

-0.575 

-0.489 

-0.438 

m  .  h .  V 

•T- 

11111111^1^ 

Row  6  -  Tip 

0.11969 

0.09382 

0.2448 

0.20134 

0.05311 

0.16063 

Rows 

0.1886 

0.^239 

0.14836 

0J14I8 

•0.05978 

0.18764 

Row  4 

0.12044 

0.22036 

0.2078 

0.2887 

0.23956 

0.20335 

Row3 

0.33356 

0J4 

0J6156 

0.12285 

0.27262 

021696 

Row  2 

0.6S948 

0.39285 

0.26313 

0.41193 

0.51109 

0.31161 

Riow  1  'Rtiot 

0.67025 

a49D»i 

0J5738 

0141276 

02919 

mism 

Record  12S:  DC  Q-33  Alpha-35  Beta-^  FENCE  ON 

4 

m.: 

Row  6  -  Tip 

-0.236 

-0.25 

-0.296 

•0.262 

-0.213 

-0.194 

Row  S 

-0.168 

-0.092 

-0.239 

-0.203 

-0.52 

-0.239 

Row  4 

-0.163 

-0.123 

-0.25 

-0.224 

■0.294 

-0.303 

Row  3 

-0.006 

-0.117 

-0207 

-0.349 

■0279 

-0.214 

Row  2 

0.206 

-0.052 

•0.251 

-0.229 

-0.26 

-0.176 

Row  I  •  Root 

0.214 

-0.044 

-0.277 

-0.205 

-0.249 

•0201 

ritwwijh 

Row  6  •  Tip 

-0.648 

-0.494 

-0.334 

•0.364 

Rows 

-0.651 

-0.542 

-0.418 

■0.593 

-0.417 

-0298 

Row  4 

-0.691 

-0.597 

■0.58 

-0.589 

-0.604 

-0.506 

Row  3 

-0.787 

-0.61 

-0.583 

-0.534 

•0.604 

-0.495 

Row  2 

-0.857 

-0.728 

-0.609 

-0.678 

-0.783 

-0.497 

Row  1  •  Root 

-0.918 

-0.767 

-0.687 

-0.583 

•0.488 

-0.442 

■3]!f -HiLOTi 

CildiHuiS 

: . \ 

Ch8iBMa4 

Row  6  -  Tip 

0.41206 

0.24393 

0.33076 

0.27683 

0.12074 

0.16935 

Ro  w  5 

0.48231 

0.45046 

0.17978 

0.39055 

•0.10342 

0.1584 

Row  4 

0.52756 

0.47354 

0.32954 

0.36506 

0.31025 

0.20291 

Row  3 

0.7817 

0.49309 

0.37588 

0.18482 

0.32468 

028111 

Row  2 

1.06268 

0.67643 

0.35825 

0.44858 

0.52255 

0.3209 

Row  1  -  Root 

1.13149 

0.72244 

0.41062 

0,37789 

02393 

0.24127 

Row  6 -Tip  0.7834  0.5568  0.39535  0.2777  0.06227  0.17764 

Row  5  0.93744  0.68435  0.23564  0.26749  -0.17585  0.08029 

Row  4  0.85527  0.56081  0.30772  0.21321  0.20858  0.10996 

Row  3  0.96148  0.52495  0.29297  -0.01067  0.18744  0.I707I 

Row  2  1.24857  0.81338  0.18589  0.23825  0.38116  0.1944 

Row  1- Root  1.4736  0.73964  0.22124  0.22255  0.12934  0.14832 


Record  134:  DC  0-33  Alplio«3S  Bct>->-i6  FENCE  ON 


Row  6  •  Tip  -0.342  -0.279 


-0.423 


-0.41 


-0.419 


-0.23 


IdUIrS: 

. 

Row  4 

-0.364 

-0.422 

-0.483 

-0.386 

-0.372 

•0.343 

Row  2 

>  •  • :::  •  ss 

-0.183 

-0.397 

Hjlllll^^ 

-0.377 

-0.333 

•0.258 

iSjilBsyi 

r;  xc-wwx*.-  ■■ 

m 

Row  6  -  Tip 

-0.839 

^.Wl 

-0.673 

-0.341 

-0.423 

Row  5 

-0.834 

-0.677 

-0.396 

-0.494 

-0.394 

•0315 

Row  4 

-0.804 

-0.593 

-0.309 

-0.475 

-0.316 

-0.388 

Row  3 

-0.821 

-0.593 

-0.472 

-0.337 

-0.447 

-0.329 

Row  2 

-0.74 

-0.672 

-0.431 

-0.459 

-0.386 

-0.308 

Row  1  -  Root 

-0.698 

-0.389 

-a313 

-0.377 

-0.295 

-0264 

Row  6  -  Tip 

0.51633 

0.4176 

0.13063 

0.0182 

01931 

Row  3 

0.6138 

038344 

-0.01964 

0.12044 

•033222 

-001745 

Row  4 

0.43983 

0.I7I03 

0.02627 

0.08884 

0.14444 

0.04276 

Row  3 

0.49021 

0.13876 

-001772 

•0.14726 

0.07617 

041^ 

Row  2 

0.33319 

0.27302 

•0.0328 

0.08204 

0.23244 

0.04975 

Row  1  -Root 

0.31349 

014662 

0.03229 

040618 

-004826 

-of2m 

Record  13d:  DC  Q-33  Aiplia-30  Beta«H^ld  FENCE  ON 


iMidUillUBAiittS 


Row  6  -  Tip 

-0.473 

-0.341 

-0.231 

-0.219 

Row  3 

-0.311 

-0.233 

-0.393 

-0.223 

-0.377 

-0.233 

Row  4 

-0.471 

-0.36 

-0.372 

-0.29 

-0.305 

-0.347 

Row  3 

-0.33 

-0.307 

-0.35 

-0394 

•0.26 

•0.23 

Row  2 

•0.161 

-0.279 

-0.358 

-0.247 

-0.209 

•0.207 

Row  I  -  Root 

-0.337 

-0.29 

-0.333 

•0247 

-0.293 

•0.224 

•  rnloMH  1  f  1 

COmmmt 

Row  5 
Row  4 
Row  3 
Row  2 
Row  I  ■ 


Root 


0.217 

0.164 

-0.115 

-0.117 

0.031 

-0.043 

-0.024 

0.027 

0.228 

-0.113 

-0.008 

-04J27 

-0.227 

-0.056 

-0.016 

0.012 

-0.19 

-0.149 

-0.341 

-0.129 

-0.051 

0.026 

-0.137 

-0.102 

-0.363 

-0.267 

-0.041 

-0.073 

-0.285 

-0.051 

-0.319 

-0.313 

-0.25 

0.036 

-0.021 

•0.01 

HHiH 

BHH5B 

HSBBI 

Row  6  -  Tip 

-0.69063 

-0.55287 

•0.30895 

-0.22412 

-0.26182 

-0.17319 

Row  5 

•0.2866 

-0.27938 

-0.62095 

-0.1 1215 

-0.56902 

-0.20771 

Row  4 

-0.24436 

-0.30415 

-0.35555 

-0.30257 

-0.1152 

-0.1981 1 

Row  3 

-0.00899 

-0.1776 

-0.2983 

-0.32049 

-0.1221 

•0.12864 

Row  2 

0.20217 

-0.0121 1 

•0.3168 

-0.17367 

0.07593 

-0.155% 

Row  1  -  Root 

-0.0384 

0.02269 

-0.10473 

-0.21164 

-0.27168 

-0.21386 

lUcsrd  I3S:  DC  0-13  Alpka-ia  BMa-^-IO  FENCE  ON 


IHIliPPI 

Row  6  •  Tip 

•0.401 

-0.298 

•0.502 

-0J71 

-0.152 

•0.134 

'4igust 

itow4 

-0.494 

-0.339 

-0.239 

•0.258 

•0.254 

wnmffmm. 

Row2 

•0.224 

-0.3 

-0.3 

-0.159 

•0.129 

•0.084 

MPIr 

"  Tiiiit"*r  ^ 

OiKliMKiMlii 

CMMmJ  -filiMlME  ' 

Row  6  -  Tip 

-0.103 

•0.028 

-0.165 

-0.095 

•0.011 

Row  S 

-0.321 

•0.236 

•0.052 

•0.138 

0.011 

-0.02 

Row  4 

•0.423 

-0.337 

-0.216 

-0.022 

-0.198 

0.02 

Row! 

-O.SOS 

•0.331 

-0J46 

-0.014 

-0.152 

-0.078 

Row  2 

-0.443 

-0.47 

-0.269 

•0.166 

-0.318 

•0.029 

Row  1  -Root 

•0.306 

-0.434 

-0.458 

-0.216 

-0.115 

-0.013 

BtSHHI 

Row  6  •  Tip 

-0.29572 

-0.26967 

•0.33731 

-0.17612 

-0.23921 

-0.12343 

Row  5 

0.03674 

0.01759 

-0.29978 

-0.07069 

-0.49091 

-0.13709 

R0w4 

•0.071 13 

-0.02138 

-0.11729 

-0.21661 

-0.06022 

-0.27447 

Row! 

0.0S6S7 

•0.0336 

-0.04826 

•0.21096 

-0.03562 

•0.05969 

Row  2 

0.2I9I9 

0.16931 

•0.03098 

0.00698 

0.1884 

•0.03546 

Row  1  -Root 

•0.11215 

ai2(M4 

0.16407 

(M>9583 

•0.03299 

■0.06244 

ilMord  140:  DC  Q-33  Alpka-lO  FENCE  ON 


iiiiiliilf'it'nOto*  CMnimoMK  ColMMtjl 

.S3EB!Siiati&£IU&ii^^^tfuS&8b9MUkhlairi*MiS£SSBflu^i^^AokdLUJiiilUkSi* 


Row  6  -  Tip 

•0  328 

-0.533 

-0.242 

-0.112 

-0.082 

Row  3 

-0.365 

-0.318 

-0J62 

-0.165 

-0.207 

-0.029 

Row  4 

-0.349 

-0.422 

•0.346 

•0.219 

-0.223 

-0.202 

Row  3 

•0.44 

-0.378 

-OJ08 

-0.293 

-0.181 

-0.099 

Row  2 

-0.196 

-0.263 

-0.272 

•0.116 

-0.109 

-0.032 

Row  1  -  Root 

-0.321 

-0.213 

-0.223 

-0.06 

-0.091 

-0.05 

VQHflHDkkw^.ik.^.........^ .otoBwBw 

Row  6  -  Tip 

-0.282 

-0.377 

-0.244 

-0.024 

-0.07 

Row  3 

-0.363 

•0.285 

-0.187 

-0J09 

•0.12 

-0.096 

Row  4 

-0.394 

-0.392 

-0.278 

-0.188 

-0.295 

-0.188 

Row  3 

-0.422 

-0.415 

-0.343 

-0.171 

-^.277 

-0.163 

Row  2 

-0.41 

-0  455 

-0.394 

-0.357 

-0.48 

-0.172 

Row  1  •  Root 

-0.32 

•0.414 

-0.484 

-0.414 

-0.301 

-0.172 

Row  6  •  Tip 

•0.04612 

-0.09251 

-0.15622 

0.00236 

•9.08775 

-0.01174 

Row  3 

0.00052 

-0.03216 

-0.17498 

0.144 

-0.08727 

0.06676 

Row  4 

-0.15491 

-0.02924 

-0.0675  > 

-0.03072 

0.07287 

-0.0144 

Row  3 

-0.01772 

0.03665 

0.03465 

•0.12151 

0.09646 

0.0633f 

Row  2 

0  21439 

0.1908 

0.12175 

0.24175 

0.37113 

0.1402 

Row  1  -  Root 

-0.00044 

0.2016 

0.26095 

0.35389 

0.2105 

0.1217 

Record  142:  DC  <>>33  Alplui-30  BCU-+4  FENCE  ON 


p. :  ^  L .  .  :5;'- . . . .  _ _ 

m... . 

^  ~  T;:  ■ 

Row  6  -  Tip 

-0.347 

-0.345 

-0.499 

-0.232 

-0.087 

HBESSillHIH 

HUSSt 

.  V.  .  I  . 

Row  4 

-0.367 

-0.298 

•0.189 

-0  197 

-0.171 

Row  2 

-0.1S6 

-0.068 

•OiiOW- 

•4Wi»^'x, 

rmmmtiiw, . 

Row  6  -  Tip 

-0.217 

-0.161 

-0.318 

-0.212 

0.003 

-0i)28 

Row  5 

-0.271 

-0.237 

-0.133 

-0.265 

-0.055 

-0.(05 

Row  4 

-0.433 

-0.366 

-0.326 

-0.166 

-0.257 

-0.173 

Row  3 

-0.466 

-0.374 

-0J26 

-0.158 

-0.246 

•0.134 

Row  2 

-0.47S 

-0.49 

-0.404 

-0.315 

-0.434 

-0.115 

Row  1  'Root 

-0.418 

-0.461 

-0.521 

-0.315 

-0.21 

-0.137 

fSiSSfSL': . . . 

Row  6  -  Tip 

-0.12991 

-0.18327 

-0.18153 

-0.01946 

-0.08993 

-0.0209 

Row  S 

-0.08I9S 

-0.<tt234 

-0.22167 

0.12218 

-0.30284 

0.03447 

Row  4 

-0.0689S 

-0.00087 

0.02758 

-0.02287 

0.06065 

0.00131 

Row3 

0.07305 

0.06545 

0.13108 

-0.094<n 

0.I0I02 

0.09645 

Row  2 

0.31868 

0.2856 

0.19985 

0.24742 

0.36098 

0.1279 

Row  1  'Root 

0.22385 

0.31156 

0J66tl 

0.29708 

0.16096 

ftt3S23 

Record  144:  DC  Q-33  Alplui«30  Bcta»4-2  FENCE  ON 

KTnXBl 

- 

Row  6  -  Tip 

-0.32 

-0.307 

-0.06 

-0.03 

Rows 

-0.331 

-0.289 

-0.317 

-0.122 

-0.344 

-0.047 

Row  4 

-0.521 

-0.374 

-0.328 

-0.164 

-0.183 

-0.167 

Row  3 

-0.398 

-0.315 

-0.224 

-0.245 

-0.14 

-0.057 

Row  2 

-0.113 

-0.183 

-0.198 

-0.033 

■0.076 

0.015 

Row  1  •  Root 

-0.087 

-0.107 

-0.153 

-0.013 

-0.039 

0.005 

.CMmMR.8..  . 

■■...CTdiwwt.*  ... 

iPPfffH 

Row  6  -  Tip 

-0.335 

-0.299 

-0.4 

-0.152 

Rows 

-0.349 

-0.298 

-0.333 

-0.118 

Row  4 

-0.428 

-0.336 

-0.315 

-0.221 

Row  3 

-0.425 

-0.425 

-0.401 

-0.266 

Row  2 

-0.436 

-0.368 

-0.399 

-0.219 

Row  1  -  Root 

-0.413 

-0.446 

-0.405 

-(  293 

-0216 

EHHHB 

IIPipRill 

Row  6  -  Tip 

0.0154 

-0.00785 

0.04145 

-0.09626 

-0.03412 

0.02666 

Row  S 

0.01754 

0.04769 

-0.01876 

0.2112 

-0.22604 

0.03535 

Row  4 

-0.09251 

0.04276 

0.07514 

0.17219 

0.13135 

0.05367 

Row  3 

0.02723 

0.10953 

0.1769 

0.02162 

0.18777 

0.15281 

Row  2 

0.3226 

0.28141 

0.17062 

0.36655 

0.44531 

0.23415 

Row  1  -  Root 

0.32553 

0.33975 

0.34865 

0.39199 

0.25457 

0.22076 

fterard  146:  DC  (>-13  Alpha-lO  Bcta-0  FENCE  ON 


Row  6  •  Tip 
Row  4 
Row  2 

RtMTl-ttpOt 


0.003 

0M 


Row  6  -  Tip 

-0.491 

-0.413 

-0.273 

-0.057 

-0.103 

Row  5 

-0.475 

-0.365 

-0.299 

•OJ38 

-0.144 

•0.112 

Row  4 

-0.432 

-0.443 

-0.433 

-0.353 

-0.341 

-0.231 

Row  3 

-0.44 

-0.444 

-0.447 

-0.272 

-0.333 

-0.238 

Row  2 

-0.46 

-0.466 

•0.444 

-0.438 

-0.539 

•0.238 

Row  1  •  Root 

-0.431 

•0.441 

-0.S0S 

-0.443 

•OJ32 

-0.246 

. 

Row  6  -  Tip 

0.21308 

0.03149 

0.13484 

0.10927 

0.01322 

0.08601 

Row  5 

0.19601 

0.20042 

0.04973 

0.23936 

-0.I998S 

0.I213I 

Row  4 

0.02225 

0.16407 

0.2078 

0.21233 

0.17383 

0.10124 

Row  3 

0.16207 

0.23869 

0.32788 

0.03609 

0.22642 

0.19296 

Row  2 

0.46268 

0.37413 

0.29933 

0.43375 

0.48076 

0.2344 

Row  1  -  Root 

0.49135 

0.42009 

0J7615 

0143257 

0J8861 

02117 

Record  148:  DC  Q-33  Alph«-30  Beta*--!  FENCE  ON 


M^UfllSfcLulii 


Row  6  -  Tip 

-0.265 

-0.295 

-0.161 

-0.05 

-0.024 

Row  5 

-0.2 

-0.137 

•0.211 

-0.093 

-0.353 

-0.066 

Row  4 

-0.27 

-0.159 

-0.131 

-0.111 

-0.155 

-0.138 

Row  3 

-0.147 

-0.117 

-0.083 

-0.116 

-0.089 

-0.039 

Row  2 

0.147 

-0.013 

-0.124 

-0.015 

-0.048 

0.02 

Row  1  -  Root 

0.237 

0.041 

-0.123 

-0.014 

-0.054 

-0.016 

CtbumMM 

C6hani2 

GriuHif^ 

Row  6  -  Tip 

-0.484 

-0.338 

-0.453 

-0.073 

-0.11 

Row  5 

-0.364 

-0.367 

■0.247 

-0.367 

-0.192 

-0.191 

Row  4 

-0.348 

-0.416 

-0.365 

-0.377 

-0.305 

Row  3 

-0.401 

-0.399 

-0.321 

-0.396 

•0.294 

Row  2 

-0.514 

-0.38 

-0.463 

-0.593 

•0.288 

Row  1  -  Root 

-0.461 

-0.455 

-0.486 

-0.432 

-0.355 

-0.272 

mmm 

CrilHMl4 

CaliMMiS 

Row  6  -  Tip 

0.21875 

0.1132 

0.15753 

0.04312 

0.02247 

0.08513 

Row  5 

0.16331 

0.21002 

0.03663 

0.27491 

-0.16145 

0.1248 

Row  4 

0.07855 

0.23354 

0.26496 

0.25466 

0.22255 

0.16669 

Row  3 

0.2537 

0.26662 

0.31392 

0.204S9 

0.30682 

0.25449 

Row  2 

0.66122 

0.42922 

0.25571 

0.44727 

0.54535 

0.30781 

Row  1  -  Root 

0.69775 

0.49593 

0.36218 

0.41856 

0.30127 

0.2561 

V 


Record  ISO:  DC  Q-33  Alplia-30  Beta—t  FENCE  ON 


Hgr^-  . . ''"'Y  SffW 

Row  6  -  Tip 

-0.167 

-0.169 

-0.366 

-0.172 

-0.076  -0.052 

^11 

•ttm  ^ 

Row  4 

•0.179 

-0.12 

-0.136 

-0.118 

-0 156  -0.144 

i^m 

Row  2 

0.319 

0.068 

-O.IOS 

-0.059 

•0.089  0.002 

am^- 

Row  6  •  Tip 

-0  32 

-0.442 

•0.21 

-0.086 

•0.131 

Row  5 

-0.359 

-0.443 

-0.231 

-0.366 

-0.177 

-0.159 

Row  4 

-0.425 

-0.387 

-0.399 

-0.391 

-0.393 

-0.287 

Row  3 

-0.514 

-0.391 

-0J89 

-0.286 

-0.389 

•0.295 

Row  2 

-0.557 

-0.467 

-0.377 

-0.467 

-0.58 

-0.276 

Row  1  •  Root 

-0.595 

-0.495 

-0.507 

-0.412 

•0.333 

-0.259 

C»llWM»t4» 

Row  6  •  Tip 

0.19999 

0.15055 

0.07593 

0.03814 

0.00977 

0.07903 

Row  5 

0.24964 

0.39504 

0.03884 

0.26487 

-0.19898 

0.13135 

Row  4 

0.24567 

0.26797 

0.26321 

0.27299 

0.23695 

0.14313 

Row  3 

0.5321 

0.36305 

0.33137 

0.08925 

0.26727 

0.25231 

Row  2 

0.87548 

0.53477 

0.27185 

0.408 

0.49058 

0.27849 

Row  I  'Root 

1.00887 

0.58041 

0J6873 

0J7244 

0.25457 

0.22556 

Record  152:  DC  Q->33  Alplia«30  BcU>-6  FENCE  ON 

P  --"i'J"  "MU 

. . . 

Row  6  -  rip 

-0.097 

-0.117 

-0.264 

-0.157 

■0.09 

-0.045 

Row  5 

0.04 

0.035 

-0.146 

-0.107 

-0.403 

-0.047 

Row  4 

0.016 

-0.02 

-0.118 

-0.138 

-0.179 

-0.181 

Row  3 

0.192 

0.032 

-0.06 

-0.153 

-0.13 

-0.084 

Row  2 

0.434 

0094 

-0.142 

-0.107 

-0.106 

-0.048 

Row  1  -  Root 

0.47 

0.051 

-0.196 

-0.093 

-0.128 

-0.076 

CMytl^E^Siv^ 

SCofMHI’2 

llli'tirtMMel 

'  Cetiimd 

CftiwMtil 

Row  6  -  Tip 

-0.453 

-0.525 

-0.259 

-0.15 

-0.21 

Row  5 

-0.399 

-0.428 

-0.256 

-0.425 

-0.248 

-0.246 

Row  4 

-0.435 

-0.352 

-0.377 

-0.403 

-0.422 

-0.347 

Row  3 

-0.518 

-0.379 

-0.356 

-0.31 

-0.401 

-0.298 

Row  2 

-0.572 

-0.512 

-0.362 

-0.424 

-0.572 

-0.2% 

Row  1  -  Root 

-0.568 

-0.446 

-0.465 

-0.41 1 

-0.33 

-0.272 

;:i2::VCiidMdld3 

BPPWfli 

Row  6  -  Tip 

0.35577 

0.2496 

0.26051 

0.10185 

0.06 

0.16499 

Row  5 

0.43937 

0.46268 

0.10953 

0.31767 

-0.15491 

0.19898 

Row  4 

0.4512 

0.33199 

0.25972 

0.265  >3 

0.24305 

0.16669 

Row  3 

0.71014 

0.41105 

0.29559 

0.15689 

0.27027 

0.21434 

Row  2 

1  00639 

0.60559 

0.21993 

0.3168 

0.4668 

0.24777 

Row  1  -  Root 

1.03767 

0.49667 

0.26836 

0.31876 

0.20177 

0.19676 

Record  154:  DC  Q-33  Alpko-iO  Bota--IO  FENCE  ON 


Row  6  -  Tip 

-0.007 

•0.024 

-0.199 

-0.157 

<'  Mmm;' 

Row  4 

0.184 

-0.02 

-0.167 

-0.I8S 

■liiiiiiiiilli 

OXB 

n  mwm 

^9sm 

Row  2 

0.423 

6.032 

•0.243 

•0.155 

Mm 

Row  6  -  Tip 

-0.387 

-0.17 

-0.275 

Row  5 

-0.642 

-0.398 

-0.286 

•0J09 

Row  4 

-0.48 

-0.337 

-0.334 

-0.24 

Row  3 

•0.582 

•0.202 

-0.292 

-0.187 

Row  2 

-0.814 

-0.319 

-0.446 

-0.16 

Row  1  •  Root 

-1.176 

-0.967 

•0.536 

-0.295 

-0.186 

-0.168 

Row  6  -  Tip 

0.61584 

0.48393 

0.3312 

0.23014 

-0.00467 

0.24179 

Row  5 

0.85047 

0.6058 

0.19331 

0.22167 

-0.17978 

0.15185 

Row  4 

0.86967 

0.46015 

0.21521 

0.15212 

0.14749 

0.05935 

Row3 

1.03261 

0.61091 

0.23101 

-0.08093 

0.12338 

0.1214 

Row  2 

1.31228 

0.84616 

0.15055 

0.16451 

0.30556 

0.12384 

Row  1  'Root 

1.5936 

0.88516 

0J12778 

0.15853 

0.04076 

0.10643 

Root-Mcan-Square  Pressure  Coefficieut  Differeatials 


Steady  pressure  coefficient  differentials  are  listed  for  every 
transducer  station  from  each  test  condition.  The  relevant  dynamic 
pressure,  angle-of-attack,  angle-of-sideslip,  and  use  of  the  LEX 
fence  are  listed  above  the  pressure  coefficient  differential  table  for 
each  test  condition. 


1 


Record  9:  (^33  Aipha-20  BcUH)  FENCE  OFF 

ewtawa^  Otmm*' 


Row  6  -  Tip 

0.462SS 

0.3S04 

0.26705 

0.20291 

0.20553 

0.16407 

Row  5 

0.S934S 

0.32309 

0.20073 

0.17455 

0.168 

0.14749 

Row  4 

0.37396 

0.2S26S 

0.188S1 

0.16451 

0.12611 

0.12611 

Row  3 

0.31767 

0.2208 

0.16276 

0.13789 

0.12305 

0.13135 

Row  2 

0.4062S 

0.24273 

0.I662S 

0.18458 

0.18382 

0.18065 

Row  1  -  Root 

0.43331 

0.1776 

0.15971 

0.25789 

0.24698 

0.20727 

Record  11:  <^33  Alplia-24  BeUH)  FENCE  OFF 

l3hfcRpll4« 

Row  6  -  Tip 

6a3S93 

0.3246S 

0.26575 

O.IMII 

0.16233 

0.13091 

Rows 

0.44073 

0.3S476 

0.290^ 

0.19942 

0.18022 

aiS404 

Row  4 

0.43S93 

0.37789 

0.30327 

0.22778 

0.17498 

0.16058 

Row  3 

0.4224 

0.3SS2 

0.28013 

0.23607 

0.18895 

0.19025 

Row  2 

0.41018 

0.3173S 

0.24305 

0.26269 

0.24065 

0.2256 

Row  1  -  Root 

0.47127 

0.2609S 

0.2064 

0.29629 

0.28538 

0.24829 

Record  12:  (^33  Alpho-26  Beta-O  FENCE  OFF 

Row  6  -  Tip 

0.42676 

0.3312 

0.28058 

0.19^4 

0.18415 

0.14007 

Rows 

0.4623S 

0.37396 

0J0807 

0.2448 

0.2016 

0.17367 

Row  4 

0.462SS 

0.40S82 

0.32465 

0.25353 

0.19636 

0.18371 

Rows 

0.4S382 

0J7833 

OJOQ22 

0.23869 

0.19244 

OLlSItll 

Row  2 

0.44073 

0.3449S 

0.25876 

0.25658 

0.24458 

0.22255 

Row  1  -  Root 

0.48873 

0J0I96 

0.22342 

0.31418 

0.30676 

0.2592 

Record  IS:  Q-33  Alpha-28  Beta-O  FENCE  OFF 

CeiiuM»4*MS 

ChiMMil.' 

Row  6 -Tip 

0.43S93 

0.34342 

0.30022 

0.21644 

0.20247 

0.16145 

Rows 

0.4S382 

0.3888 

0.33164 

0.22953 

0.20509 

0.1776 

Row  4 

0.47S64 

0.4234S 

0.34211 

0.29891 

0.21731 

0.2016 

Row  3 

0.49309 

0.40364 

0.31724 

0.26793 

0.21251 

0.21949 

Row  2 

0.48436 

0.38389 

0.29411 

0.2845 1 

0.26553 

0.25309 

Row  1  •  Root 

0.S4S4S 

0.3S34S 

0.25876 

0.32204 

0.312 

0.27971 

Record  17:  Q-33  Alpha-30  BcU-0  FENCE  OFF 

{Mwmp} 

Cdtmw  .5 

T^lUpiipll  f 

Row  6  -  Tip 

0.41062 

0.33164 

0.29498 

0.21425 

0.I98SS 

0.15884 

Rows 

0.4494S 

0.37964 

0.33033 

0.23695 

0.21556 

0.19462 

Row  4 

0.47S64 

0.44073 

0.36 

0.28276 

0.22691 

0.21295 

Row  3 

0.S2364 

0.432 

0.34473 

0.27491 

0.21644 

0.22909 

Row  2 

0.S2364 

0.41662 

0.32073 

0.30415 

0.26585 

0.24349 

Row  I  •  Root 

0.S7164 

0.39011 

0.29978 

0.32815 

0.29935 

0.25309 

Record  19:  0=33  Aipha-32  Beta-0  FENCE  OFF 

C^mi  i»IJE 

CaiiiM«8 

Row  6  -  Tip 

0.37091 

0.31811 

0.29455 

0.2256 

0.21513 

0.17978 

Row  5 

0.42764 

0.373S3 

0.33338 

0.25047 

0.25571 

0.21076 

Row  4 

0.51491 

0.44945 

0.36916 

0.29411 

0.23564 

0.21862 

Row  3 

0.56727 

0.45818 

0.36175 

0.29847 

0.2208 

0.24349 

Row  2 

0.57164 

0.45709 

0.35782 

0.31244 

0.2761 1 

0.25876 

Row  1  -  Root 

0.65891 

0.44073 

0.31549 

0.3408 

0.31244 

0.26618 

Record  23:  Q-33  A^Im*J6  Beta«0  FENCE  OFF 

'  '  'dltmm*  ■ 


Row  6  -  Tip 
Rows 
Row  4 
Row  3 
Row  2 

Row  I  •  Root 


0.2382S 
0.288 
0.41  lOS 
0.48436 
0.SI491 
0.38909 


0.23936 

0.27316 

0.36303 

0.40143 

0.42044 

0.41149 


Row  6  -  Tip 
Rows 
Row  4 
Row  3 
Row  2 

Row  I  -Root 


0.26007 

0J9804 

0.36173 

0.4176 

0.44309 

0.34109 


0.24303 

0.23833 

0.31898 

0.33313 

0.37136 

0.37702 


0.22167 

0.2496 

0.30764 

0.33231 

0.33389 

0.3312 


Record  26:  Q-33  AlphoMO  Beti-0  FENCE  OFF 


0.22691 

0.23738 

0.27663 

0.29433 

0.32902 

0.33469 


0.192 

0.21076 

0.26749 

0.29433 

0.33693 

0.40713 


0.19833 

0.21076 

0.24324 

0.278S4 

0.33903 

0J3389 


0.18807 

0.20422 

0.22778 

0.23213 

0.31613 

0.36393 


0.23171 

0.22124 

0.21076 

0.2208 

0.28327 

0.31983 


0.16013 

0.19942 

0.22909 

0.23638 

0.31136 

0.29433 


0.17847 

0.22298 

0.216 

0.24393 

0.26138 

0.2344 


Record  27:  0^20  AlpluH>28 


FENCE  OFF 


Row  6  -  Tip  0.43864  0.34848 

Row  3  0.43376  0.39312 

Row  4  0.48328  0.44136 

Row3  0J01I2  0.40896 

Row  2  0.46224  0.37384 

Row  1- Root  0.31264  0.3204 

Record  30:  Q>20  Alpha«26  Bcta-0  FENCE  OFF 

0.29736 

0J2976 

0.33368 

0J3i2 

0.3: 176 
0.27288 

0.2232 

0.24408 

0.27792 

0.27304 

0.30816 

0.34704 

0.2124 

0.21384 

0.22392 

0.22032 

0.2781 

0.3312 

0.1692 

0.18648 

0.198 

01216 

0.23272 

0.27936 

CoImmiI^US 

Row  6  -  Tip 

0.41904 

0.3276 

0.27648 

0.19872 

0  18432 

0.141M 

Rows 

0.444% 

0.37384 

0.31176 

0.2232 

0.18936 

0.17928 

Row  4 

0.43864 

0.41328 

0.33192 

0.25272 

0.20592 

0.1872 

Row3 

0.47448 

0.38808 

0JI0I68 

0.24984 

0.20304 

0.20808 

Row  2 

0.469a 

0.35694 

0.264% 

0.27072 

0.26028 

0.2412 

Row  1  •  Root 

0.51624 

0.30328 

0.22536 

0.324 

0.32616 

0.28384 

Record  37:  Q-33  Alpba«30  Bcta>t-I6  FENCE  OFF 

vvpnvn# 

rnmmi 

Row  6  -  Tip 

0.40407 

0.31983 

0.24916 

0.20029 

0.21425 

0.1384 

Row  3 

0.38182 

0.32463 

0.24873 

0.17453 

0.15927 

0.13491 

Row  4 

0.301% 

0.26138 

0.20335 

0.14269 

0.12262 

0.1104 

Row  3 

2953 

i.  2229’’ 

0.181% 

0.12436 

0.10647 

0.10933 

Row  2 

0.16276 

0.17815 

0.16582 

0.14007 

0.13276 

0.1152 

Row  1  -  Root 

0.11823 

0.16102 

0.16233 

0.18413 

0.16931 

0.13833 

Record  40:  Q-33  Alplia-30  Bete-t-IO  FENCE  OFF 

CohMMI^ 

.  A....... 

Cetow>5 

Row  6  -  Tip 

0.30284 

0.26705 

0.23476 

0.18133 

0.18022 

0.15229 

Row  5 

0.22036 

0.22822 

0.216 

0.15753 

0.16189 

0.13491 

Row  4 

0.17062 

0.1776 

0.17149 

0.15229 

0.13222 

0.12873 

Row  3 

0.14313 

0.16338 

0.16669 

0,15316 

0.12305 

0.14031 

Row  2 

0.13527 

0.16549 

0.18284 

0.19244 

0.17684 

0.16102 

Row  1  -  Root 

0.19069 

0.17847 

0.19069 

0.23004 

0.23084 

0.19331 

7? 


Record  41:  (^33  Aipli«»30  BcU"*6  FENCE  OFF 


ChhMpS 

ChlRiip# 

Row  6  -  Tip 

0.24349 

0.22124 

0.20509 

0.18153 

0.16582 

0.14531 

Row  S 

0.21295 

0.2304 

0.21295 

0.17673 

0.17629 

0.17105 

Row  4 

0.22429 

0.25964 

0.25615 

0.22124 

0.16145 

0.16276 

Row  3 

0JZ6749 

0.28495 

0.28015 

0.23956 

0.16538 

0.19331 

Row  2 

0.3024 

0.31713 

0.31855 

0.27665 

0.22844 

0.20815 

Row  1  •  Root 

0.42502 

0.36262 

0JI418 

0.30982 

0.26356 

0.21382 

Record  44:  <^33  Alpha-30  Beta— M  FENCE  OFF 
CSthMKf  -iX'  ChdMiBttdl 

Row  6  -  Tip 

0.25658 

0.22647 

0.22211 

0.17804 

0.17411 

0.14836 

Row  5 

0.29149 

0.2832 

0.25702 

0.20335 

0.2016 

0.18458 

Row  4 

0.32858 

0.35215 

0.32945 

0.28844 

0.21469 

0.20989 

Row  3 

0J888 

0.37004 

0.34385 

0.29498 

0.21513 

0.24131 

Row  2 

0.41018 

0.38324 

0.35956 

0.33033 

0.28615 

0.26138 

Row  1  •  Root 

0.54109 

0.39316 

0.32553 

0.36131 

0.33775 

0J»887 

Record  45:  Q-33  Alpha-30  Bcte>^2  FENCE  OFF 


Row  6  -  Tip 

0.29324 

0.28451 

0.26007 

0.20247 

0.20291 

0.16582 

Row  5 

0J3695 

0.33251 

030633 

0.22473 

0.20291 

0.19767 

Row  4 

0.42153 

0.40058 

0.35127 

0.28844 

0.21949 

0.22211 

Rows 

0.45818 

0.41411 

0J592 

0.29498 

0.22211 

0.2S309 

Row  2 

0.47127 

0.41596 

0.3648 

0.32029 

0.28527 

0.27011 

Row  t  •  Root 

0.576 

0.41367 

0.32073 

0J456 

0.32858 

0.27622 

Record  48:  Q-33  Alpha-30  Beta-0  FENCE  OFF 

ClllMMh!8 

ChihMil 

CdlmmS 

Row  6  •  Tip 

6.3M36 

0.32029 

0.2M51 

0.216 

0.20378 

0.17498 

Row  5 

0.40844 

0.3669;i 

0.31942 

0.23476 

0.19985 

0.17847 

Row  4 

0.44945 

0.41716 

0.34691 

0.27185 

0.20204 

0.19593 

Row3 

0.50182 

0.41629 

0.33993 

0.27011 

0.19505 

0.22167 

Row  2 

0.50182 

0.40669 

0.33295 

0.2928 

0,25876 

0.24829 

Row  1  -  Root 

0.576 

0.37571 

0.28625 

0.31462 

0.29891 

0.2S484 

Record  49:  Q-33  Alpba-30  Bcta--2  FENCE  OFF 

liilliiMii:'! 

Ci8mm4I8 

Row  6  -  Tip 

0.53236 

0.39447 

0.31418 

0.2208 

0.19767 

b  i5733 

Row  5 

0.528 

0.432 

0.35171 

>.24 

0.20684 

0.17847 

Row  4 

0.55418 

0.46255 

0.36044 

0.26662 

0.23825 

0.20378 

Row  3 

0.59345 

0.42502 

0.31811 

0.24% 

0.19811 

0.21338 

Row  2 

0.58909 

0.41804 

0.28582 

0.27971 

0.25931 

0.25047 

Row  1  -  Root 

0.61964 

0.37222 

0.25833 

0.32858 

0.30895 

0.26051 

Records!:  Q-33  Alpha-30  Bcta-4  FENCE  OFF 

ChlikhkhS.tC 

OlNMt4 

Row  6  -  Tip 

0.75055 

0.48436 

0.34167 

0.23651 

0.20553 

0.16015 

Row  5 

0.68073 

0.48 

0.34909 

0.22167 

0.20945 

0.17105 

Row  4 

0.69382 

0.46255 

0.32247 

0.25527 

0.19462 

0.19069 

Row  3 

0.68945 

0.41367 

0.2928 

0.26793 

0.21862 

0.2221 1 

Row  2 

0.61964 

0.42131 

0.30589 

0.32029 

0.28287 

0.26749 

Row  1  -  Root 

0.58036 

0.34604 

0.32073 

0.40189 

0.32509 

0.27172 

RMord  53:  Q-33  Aipka-JO  Bcta«-10  FENCE  OFF 


mh— T  If 

CWhIHMl 

Row  6  -  Tip 

0.91636 

0.SS8SS 

0.44073 

0.38924 

0.37091 

0.29673 

Rows 

0.8S091 

0.63273 

0.S0I82 

0.37876 

0.3246S 

0.27535 

Row  4 

0.67636 

0.S6727 

0.49309 

0.24436 

0.22996 

0.19855 

Row  3 

0.S28 

0.50618 

0.34167 

0.2928 

0.24218 

0L2I949 

Row  2 

0.37964 

0.4ISS3 

0.34778 

0.31331 

0.25418 

0.23302 

Row  1  -  Root 

0.37309 

0.428SI 

0.41193 

0.27622 

0.22X22 

0.19331 

Record  56:  Q-33  Alpha-30  Beta--16  FENCE  OFF 

CMdMiS 

lammm 

Row  6  -  Tip 

0.83782 

0.46691 

0.33862 

0.29542 

0.28582 

0.22647 

Rows 

0.81164 

0.S3236 

0.37178 

0.24S67 

0^0516 

0.21033 

Row  4 

0.7S49I 

0.SI49I 

0.37743 

0.2688 

0.20684 

0.1824 

Row  3 

0.672 

0.48 

0.36742 

0.25571 

0.1728 

0.18095 

Row  2 

0.S4S4S 

0.44313 

0.34604 

0.27535 

0.2184 

0.18633 

Row  1  -  Root 

0.S2364 

0.40102 

0.3S04 

0.27753 

0.23913 

0.2»09 

RMoni57:  Q-OS  Alpkfl-30  Bata-4  FENCE  OFF 


Row  6  •  Tip 

0.96436 

0.51491 

0.32116 

0.216 

0.18807 

0.14487 

Rows 

0.89891 

0.50618 

0.29498 

0.18109 

0.16407 

0.15098 

Row  4 

0.89018 

0.48436 

0.26182 

0.21207 

0.17149 

0.18284 

Row3 

0.80291 

0.46691 

0.25047 

0.26138 

0.21731 

0I^81» 

Row  2 

0.66764 

0.43833 

0.26138 

0.34298 

0.29356 

0.27447 

Row  1  •  Root 

0.528 

0.35738 

0.34429 

0.39316 

0.33949 

0.27884 

Record  61:  Q*33  Alpha-35  Beta*M-16  FENCE  OFF 


OiInmmi2' 

i'AfiKfmS  8 

Row  6  -  Tip 

0.34865 

0.30545 

0.25265 

0.21033 

0.22822 

0.2208 

Row  5 

0.26662 

0.27709 

0.23171 

0.17062 

0.17455 

0.19985 

Row  4 

0.18153 

0.18545 

0.17629 

0.16495 

0.13876 

0.15927 

Row3 

0.1296 

0.15622 

0.16102 

0.18589 

0.13571 

0.15927 

Row  2 

0.09862 

0.13255 

0.16189 

0.19636 

0.18513 

0.18109 

Row  1  •  Root 

0.08465 

0.11345 

0.1872 

0.24655 

0.22735 

0.18415 

Record  63:  <^33  Alpba-35  BeU-^IO  FENCE  OFF 


C^naNTl^UE 

Cnkmmt 

Row  6  -  Tip 

0.22691 

0.22036 

0.19069 

0.16058 

0.16713 

0.14967 

Row  5 

0.16145 

0.18676 

0.15884 

0.14749 

0.15884 

0.15796 

Row  4 

0.13353 

0.14356 

0.15185 

0.1488 

0.12262 

0.13702 

Row  3 

0.12829 

0.14575 

0.15796 

0.16582 

0.13789 

0.16844 

Row  2 

0.11869 

0.15153 

0.17542 

0.21818 

0.19855 

0.2016 

Row  1  -  Root 

0.16015 

0.16625 

0.19418 

0.27055 

0.23651 

0.20945 

Record  66:  Q-33  Alpha-35  Beta-»4  FENCE  OFF 


t  •UE 

Catpaml 

CtIhmmS 

iicwiiiiiii 

rfiijui-i  nr 

Row  6  -  Tip 

0.14705 

0.15447 

0.16102 

0.14007 

0.14749 

0.12916 

Row  5 

0.16713 

0.17236 

0.17193 

O.lSOIl 

0.15535 

0.15535 

Row  4 

0.22385 

0.22298 

0.21687 

0.21295 

0.16582 

0.17891 

Row  3 

0.26182 

0.24436 

0.336 

0.27535 

0.19113 

0.216 

Row  2 

0.27273 

0.26738 

0.26924 

0.29542 

0.25091 

0.2304 

Row  1  -  Root 

0.35345 

0.2832 

0.26095 

0.30545 

0.28669 

0.23433 

'Tl 


IUcord67:  <^33  Alpha-J5  Bcta-^4  FENCE  OFF 


CWtaklllrLi 

CMMMfejl 

ChImmM' 

•  .•••  -A.-y-  ^ 

Row  6  •  Tip 

0.160tS 

0.17367 

0.2064 

0.14182 

0.1536 

0.15273 

Rows 

0.19636 

0.20SS3 

0.21033 

0.17411 

0.17498 

0.16364 

Row  4 

0.26138 

0.26793 

0.25745 

0.24218 

0.18764 

0.20116 

Row  3 

0JI636 

0.29S42 

0.27927 

0.26007 

0.19113 

Row  2 

0.33949 

0.3I7I3 

0.30022 

0.31113 

0.26575 

0.25222 

Row  1  •  Root 

0.44073 

0.33338 

0.28844 

0.36524 

0.30851 

0.23004 

Record  70:  Q"33  Alpha^S  Bcta*4-2  FENCE  OFF 


fTllilBt' 

Row  6  -  Tip 

0.18458 

0.19811 

0.1968 

0.1728 

0.1776 

0.15098 

Rows 

0.24393 

0.28973 

0.24218 

0.20204 

0.20422 

ai89e 

Row  4 

0.34385 

0.34255 

0.31025 

0.2701 1 

0.21164 

0.21905 

Row  3 

0.408 

0.38095 

OMiai 

0.30676 

0.21338 

0.24742 

Row  2 

0.44945 

0.40375 

0.36611 

0.35084 

0.29302 

0.27185 

Row  1  -  Root 

0.59782 

0.41847 

0.33164 

0.48436 

0.336 

0.26618 

Record  71:  0-33  Alphe-3S  Beta-0  FENCE  OFF 

fiMMBBlibi!  . 

Row  6  -  Tip 

0.25091 

0.26007 

0.24044 

0.21207 

0.19244 

0.168 

Rows 

0J1287 

0.29978 

0.29236 

0.22691 

0.21556 

0.20509 

Row  4 

0.42938 

0.40015 

0.34604 

0.29498 

0.22647 

0.23433 

Row3 

0.50182 

0.41716 

0J54tl 

030633 

a2i993 

0J«85 

Row  2 

0.54545 

0.43287 

0.34691 

0.33644 

0.29193 

0.27796 

Row  1  -Root 

0.64582 

0.42196 

0.31331 

0J6436 

0.33338 

0J8233 

Record  74:  0*33  Alpha-35  Bcta--2  FENCE  OFF 

OtliMiih'Sl. 

CtiMMlf 

Row  6  -  Tip 

0.41804 

0.35956 

0.31113 

0.2448 

0.21949 

0.17847 

Rows 

0.46691 

0.40625 

0.35127 

0.27578 

0.24524 

0.28625 

Row  4 

0.54982 

0.46255 

0.38487 

0.3312 

0.25789 

0.2592 

Row  3 

0.61091 

0.45818 

0.38815 

0.33818 

0.23913 

0.27316 

Row  2 

0.61091 

0.46844 

0.37135 

0.36524 

0.31582 

0.2%73 

Row  1  •  Root 

0.66764 

0.43331 

0.33382 

0.39142 

0.36218 

0.30458 

Record  75:  033  Alpha-35  Bcta--4  FENCE  OFF 

Ceiiiiiiai'2 

Row  6  -  Tip 

0.56727 

0.45382 

0.35476 

0.26531 

0.22909 

0.17978 

Rows 

0.59782 

0.45818 

0.35825 

0.25964 

0.22342 

0.20771 

Row  4 

0.672 

0.49309 

0.35782 

0.30022 

0.23738 

0.24349 

Row  3 

«  70255 

0.45818 

0.37004 

0.32945 

0.25309 

0.27^2 

Row  2 

0.6676A 

0.47422 

0.33469 

0.37658 

0.32335 

0.30022 

Row  1  >  Root 

0.64145 

0.43636 

0.35215 

0.40756 

0.36349 

0.2832 

Record  78:  033  Alpha-35  BeU--6  FENCE  OFF 

Chlmipkd 

CetaeHiB  f!! 

HiHii 

Row  6  •  Tip 

0.70691 

0.52364 

0.36044 

0.26487 

0.23I7I 

0.18895 

Row  5 

0.76364 

0.52364 

0.36087 

0.23345 

0.21775 

0.19593 

Row  4 

0.79855 

0.49745 

0.32247 

0.27055 

0.216 

0.22342 

Row  3 

0.76364 

0.45818 

0.349% 

0.3072 

0.24218 

0.26487 

Row  2 

0.64582 

0.45709 

0,312 

0  35651 

0.31691 

0.30545 

Row  1  -  Root 

0.59345 

0.41236 

0.35738 

0.39447 

0.36349 

0.3024 

RM0rt79:  Q-dS  Alplui-35  Btta-^10  FENCE  OFF 


Row  6  -  Tip 

1. 13018 

0.75035 

0.31491 

0.3436 

0.30109 

0.23343 

Row  5 

1.03418 

0.73743 

0.3I(»5 

0.29193 

0.23823 

0JO422 

Row  4 

0.864 

0.63018 

0.39142 

0.29103 

0.19069 

0.20116 

Row  3 

0.70691 

0.33418 

0.42742 

0.34124 

0.27011 

0J7884 

Row  2 

0.SS4I8 

0.3148 

0.42284 

0.42807 

0.342 

0.33164 

Row  1  -Root 

0.SS8SS 

0.328 

0.43636 

0.3984 

0.33818 

0.29062 

RocMrdU:  Q-33  AIpkvOS  FENCE  OFF 

wPIPp^ 

'  '' ' 

Row  6  •  Tip 

L09527 

0.63709 

0.4669i 

0.33171 

0.34604 

0.31069 

Row5 

0.98182 

0.63273 

0.46691 

0.3S084 

0.29367 

0.24698 

Row  4 

0.864 

0.38909 

0.41716 

0.32309 

0.21207 

0.19375 

Row  3 

0.78S4S 

0.33418 

0.43549 

0.3168 

0.18413 

0.21313 

Row  2 

0.68073 

0.54327 

0.43382 

0.31349 

0.27524 

0.26967 

Row  1  -  Root 

0.6S0I8 

0.48436 

0.3648 

0.33903 

0.33164 

0.25702 

RNord  87:  <>03  AlplM-20  Bati^ 

FENCEON 

Row  6  -  Tip 

0.22909 

0.28189 

0.06063 

0.06022 

0.07023 

0.06831 

Row  5 

0JS835 

0.07833 

0.0768 

0.09862 

0.07724 

0.06022 

Row  4 

0.IS884 

0.10429 

0.09773 

0.09076 

0.07303 

0.07724 

Raw3 

0.19023 

0.14331 

0.13702 

0.13333 

0.08813 

0.08396 

Row  2 

0.26182 

0.17342 

0.14703 

0.12131 

0.10745 

0.08813 

Row  t  -Root 

0.22647 

0.14749 

0.13876 

0.13142 

0.13222 

0.II302 

RKMTdM:  Q»33Alpha«>Z4Bcta-0  FENCEON 

Row  6  •  Tip 

0.36349 

0.21949 

6.15665 

0.1296 

0.12916 

0.09295 

Rows 

0.26618 

0.19418 

0.13404 

0.12633 

0.13484 

0.12393 

Row  4 

0.20247 

0.1824 

0.13404 

0.12611 

0.09425 

0.10211 

Row3 

0.18327 

0.16143 

0.14967 

0.13964 

0.11302 

0.13091 

Row  2 

0.19636 

0.16069 

0.13273 

0.18022 

0.16333 

0.15229 

Row  1  •  Root 

0.22383 

0.13222 

0.15273 

0.21231 

0.20858 

0.17804 

Record 91:  033 AlplM-26 BcUH)  FENCEON 

i 

OtffiMMi) 

CMtWMIt  4- 

'-tv/ 

!,  >1 

Row  6  -  Tip 

0.33313 

0.23343 

0.18438 

0.14007 

0.12873 

0.1008 

Row  S 

0.2832 

0.22863 

0.18982 

0.14031 

0.14749 

0.1296 

Row  4 

0.22316 

0.23607 

0.20684 

0.17018 

0.14269 

0.13615 

Row  3 

0.22604 

0.22298 

0.19942 

•  i%36 

M7236 

0.16407 

Row  2 

0.24262 

0.21053 

0.19811 

0.22167 

0.20345 

0.1824 

Row  i  •  Root 

0.29149 

0.17847 

0.1872 

0.23309 

0.23738 

0.19069 

Record 94:  0-33 Alpha-28 Bcta-O  FENCEON 

C^wiM  t^UE 

c^mmt 

CShlilIMkd: 

r»tiW8F  TT 

Row  5  -  Tip 

0.23178 

0.2064 

0.16887 

0.12567 

0.11869 

0.09644 

Row  i 

0.23738 

0.21644 

0.19136 

0.14313 

0.14793 

0.13004 

Row  4 

0.23127 

0.24916 

0.23345 

0.20029 

0.14705 

0.15316 

Row  3 

0.23613 

0.23133 

0.22863 

0.21033 

0.13622 

0.17673 

Row  2 

0.29018 

0.24324 

0.2256 

0.23823 

0.21055 

0.19023 

Row  1  •  Root 

0.33564 

0.21382 

0.20727 

0.27491 

0.23745 

0.20902 

91 


RKwdM: 

AlpluHOO  BM« 

141^ 

■«  FENCE  ON 

'Q4hlMpj|^" ' 

'M 

Row  6  -  Tip 

0.24044 

0.2112 

0.192 

0.1488 

0.13876 

0.11213 

Rows 

0.24436 

0.23936 

0.2208 

0.16338 

0.16013 

0.14662 

Row  4 

0.26703 

0.29018 

0.26924 

0.22996 

0.16407 

0.17498 

Row3 

0J0327 

0.29978 

0.27378 

0.24367 

0.17673 

ojoQfn 

Row  2 

0.3408 

0.29771 

0.27971 

0.27333 

0.23309 

0.20684 

Row  i- Root  0.41105 

0.27033 

0J3613 

0.29847 

0.28143 

0.22604 

RMord  M:  Alph«^2  BateH)  PENCE  ON 


Row  6  -  Tip 

0.22298 

0.22167 

0.20838 

0.16338 

0.13971 

0.13047 

Rows 

OJ3S33 

0.23789 

044611 

0.19069 

0.1872 

0.fT236 

Row  4 

0.31023 

0.32073 

0.29385 

0.25789 

0.19287 

0.20029 

Row  3 

0.36873 

0.33469 

0.30133 

0.27229 

0.19811 

042647 

Row  2 

0.40189 

0.33633 

0.30153 

0.30196 

0.26007 

0.23823 

Row  1  -Root 

0.47127 

0.30807 

047491 

0.32333 

0.30196 

044829 

Record  102: 

Q-33  Alplia*36  Be(a-0  FENCE  ON 

Row  6  -  Tip 

0.18284 

0.1968 

0.19636 

0.17367 

0.17542 

0.13404 

Rows 

0J3171 

0.23258 

0.233(a 

0.20463 

0.23171 

040902 

Row  4 

0.31983 

0.30938 

0.30327 

0.27971 

0.22778 

0.24783 

Row3 

0J90SS 

a34036 

OJOISl 

ojat» 

0.23213 

(U7t89 

Row  2 

0.42371 

0.33891 

0.32029 

0.33338 

0.29813 

0.28143 

Row  1  -Root 

0.31033 

043127 

0.30415 

0J6262 

0.3456 

048844 

Record  104: 

Q-33  AlpheMO  bcte-0  FENCE  ON 

C4t68R»t»ti>. 

finlpiilhll 

C4l|l8Milt' 

Row  6  -  Tio 

0.23564 

0.22735 

0.21775 

0.18938 

0.19244 

0.17455 

Row  3 

0.28276 

0.Z3(  13 

0.23869 

0.20378 

0.21536 

041731 

Row  4 

0.35084 

0.29498 

0.26924 

0.24087 

0.19244 

0.20422 

Row3 

0.41 103 

0.31136 

048713 

0464 

0.19462 

041905 

Row  2 

0.46233 

0.36033 

0.3072 

0.29411 

0.25407 

0.24087 

Row  1  •  Root 

0.54543 

0.36 

0.31331 

0412 

0.28669 

043693 

Record  106: 

Q-ZO  Alpha-26  Bcta«4l  FENCE  ON 

ColMMNNPi  "Ul 

^npniiip^ 

Row  6  -  Tip 

0.31824 

0.22104 

0.17332 

0.13104 

O.UIM 

0.09432 

Rows 

0J16I36 

0.21328 

0.17712 

0.12888 

0.1348 

0.1296 

Row  4 

0.21168 

0.22176 

0.19224 

0.15552 

0.12024 

0.12436 

Row  3 

0.21672 

0.216 

0.1872 

0.18144 

0.14616 

0.13192 

Row  2 

0.24912 

0.20844 

0.18936 

0.20448 

0.18576 

0.17064 

Row  1  -  Root 

0.31104 

0.17928 

0.17136 

0.23904 

0.22176 

0.19224 

Record  108: 

Q-20  Alpha-28  Beta-O  FENCE  ON 

it 

Row  6  -  Tip 

0.26856 

0.21672 

0.18072 

0.1296 

0.12168 

0.09936 

Row  5 

0.27144 

0.23616 

0.19636 

0.1404 

0.14328 

0.13032 

Row  4 

0.25056 

0.26928 

0.23616 

0.18792 

0.13968 

0.1476 

Row  3 

0.26928 

0.26496 

0.2412 

0.2124 

0.13624 

0.17496 

Row  2 

0.2952 

0.2547 

0.24192 

0.23688 

0.21078 

0.1944 

Row  1  -  Root 

0.3456 

0.21672 

0.216 

0.27 

0.2536 

0.21312 

RMWilU:  Qitia  AlplM-3S  Bata-H-li  FENCE  ON 


OMiRM 

GHHpr4I' 

Row  6  •  Tip 

0.31462 

0.30545 

0.26182 

0.20902 

0.21731 

0  19375 

Rows 

0.2S3S3 

Q-iwri 

0.24044 

0.17018 

0.16931 

0.18589 

Row  4 

0.I710S 

0.19069 

0.1776 

0.1584 

0.13091 

0.14444 

Row  3 

0.11913 

0.14705 

0.16145 

0.16102 

0.13571 

0.14967 

Row  2 

0.0912 

0.12589 

0.15447 

0.18982 

0.1776 

0.16756 

Row  1  -Root 

0.07898 

0.11084 

0.17411 

0.24785 

0.21731 

0.18153 

Rocord  116: 

0-33  AlplM-3S  Reta-4-10  FENCE  ON 

rnmmt 

Row  6  •  Tip 

0.18676 

0.18851 

0.16756 

0.13658 

0.15316 

0.13396 

Rows 

0.14269 

0.16145 

0.14924 

0.12611 

0.15796 

0.13309 

Row  4 

0.12873 

0.13702 

0.I4I38 

0.13658 

0.10822 

0.12873 

Row  3 

0.12393 

0.1392 

0.14749 

0.16102 

0.13484 

0.15796 

Row  2 

0.12698 

0.15338 

0.17105 

0.22385 

0.20215 

0.20378 

Row  1  -  Root 

0.18IS3 

0.17629 

0.18022 

0.2688 

0.24611 

0.21687 

HMord  IIS: 

Q>33 Alphaw35 Beta^  FENCEON 

Row  6  •  Tip 

0.14S31 

0.13527 

0.13527 

0.12262 

0.13135 

0.11913 

Rows 

0.1728 

0.16233 

0.15927 

0.144 

0.16038 

0.15447 

Row  4 

0.20S96 

0.21513 

0.21862 

0.22036 

0.17455 

0.19549 

Row3 

0J544 

0.25178 

0J5091 

0J6836 

02\6 

OMOn 

Row  2 

0.2718S 

0.27742 

0.28058 

0.31418 

0.27469 

0.25571 

Row  l-Root 

0.35127 

OJ0545 

0.28058 

0J3293 

0.31287 

024655 

Rtcord  120: 

0*33 Alplla-35 Bcta->4  FENCEON 

CeiMMlE 

Row  6  -  Tin 

0.14749 

0.14705 

0.13527 

0.12131 

0.13265 

0.11869 

Row  S 

0.17585 

0.19593 

0.16713 

0.14662 

0.16713 

0.16058 

Row  4 

0.22996 

0.23302 

0.22124 

0.21993 

0.17411 

0.20422 

Row  3 

0.27447 

0.26356 

0.28582 

0.26575 

0.20378 

023258 

Row  2 

0.31287 

0.29935 

0.29935 

0.29585 

0.26662 

0.2544 

Row  1  •  Root 

0.4224 

0.3216 

0.28189 

0.33164 

0.31244 

02592 

Record  122: 

Q-33 Alplia-35 Bct*>«-2  FENCEON 

‘**TfntT1Tt  t.lf 

Row  6  •  Tip 

0.168 

0.17847 

0.17585 

0.15535 

0.15796 

0.13571 

Rows 

0.20378 

0.21207 

0.21556 

0.19331 

0.19505 

0.18676 

Row  4 

0.26444 

0.29149 

0.27185 

0.27229 

0.21076 

0.22342 

Row  3 

0.31549 

032029 

0.30109 

0.28756 

0.22.,42 

0.26182 

Row  2 

0.34647 

0.33218 

0.31724 

0.32902 

0.28735 

0.26749 

Row  1  •  Root 

0.48 

0.34473 

0.29673 

0.36 

0.32945 

0.26618 

Record  124: 

Q-33  Alplia-35  BcteHl  FENCE  ON 

Cellini  l»  MS 

'CliidMi’8'-"' 

CaiMRed  ^ 

Ceaiiff 

Row  6  -  Tip 

0.18895 

0.19724 

0.18982 

0.16844 

0.16407 

0.14618 

Row  5 

0.23651 

0.23476 

0.23171 

0.20073 

0.20073 

0.19636 

Row  4 

0.30502 

0.30502 

0.28887 

0.28538 

0.22211 

0  24044 

Row  3 

0.35607 

0.3216 

0.28844 

0.29149 

0.22778 

0  26356 

Row  2 

0.39971 

0.33938 

030807 

0.31724 

0.29105 

0.2784 

Row  1  -  Root 

0.49309 

0.32815 

0  28713 

0.35215 

0.3408 

0.28756 

iUcord  126:  (^33  Alpha«35  Bet*--2  FENCE  ON 


■■ - 

Row  6  -  Tip 

0.28844 

0.2766S 

0.23876 

0.21207 

0.19069 

0.16276 

Rows 

0.3S82S 

0.31724 

0.29193 

0.23476 

0.22167 

0JZ0945 

Row  4 

0.44073 

0.37613 

0.32463 

0.31113 

0.23913 

0.2448 

Row  3 

0.S0I82 

0.37789 

0J3644 

0.30807 

0.23607 

0.2S327 

Row  2 

0.S0I82 

0.3924 

0.33903 

0.33336 

0.28933 

0.26031 

Row  1  •  Root 

0.S8036 

0.3S0S4 

0.31942 

0.33936 

0.32396 

005833 

Record  12S: 

Q-33  Alphe-35  Bcta--4  FENCE  ON 

diMHKai 

Row  6  •  Tip 

0.34473 

0.31136 

0.26749 

0.21949 

0.19136 

0.16382 

Rows 

0.40713 

0.33903 

0.29193 

0.22778 

0.22036 

001164 

Row  4 

0.48873 

0.37333 

0.312 

0.28975 

0.23476 

0.24393 

Row  3 

0.S4982 

0.36436 

0.32989 

0.2976 

0.24 

0.27535 

Row  2 

0.S76 

0.40124 

0.31418 

0.33076 

0.29411 

0.27316 

Row  1  •  Root 

0.60218 

0.3304 

0.3216 

0.3552 

0.33231 

0.27447 

Record  130: 

Q-33  Alplia-35  Bcta->4  FENCE  ON 

Row  6  -  Tip 

0.4494S 

CMM|na'4^ 

0.33818 

0.24829 

0.216 

0.17847 

0.13971" 

Rows 

OJIOSS 

0.33823 

0.26223 

0.19025 

0.18327 

ai7498 

Row  4 

0.S76 

0.33913 

0.23327 

0.22429 

0.17585 

0.192 

Row3 

0.38473 

0.33364 

0Jt736 

0.23615 

0.20116 

00112 

Row  2 

0.S76 

0.39324 

0.28382 

0.31069 

0.26693 

0.24567 

Row  1  •  Root 

0.37164 

0.36349 

0.30133 

0.33556 

0.31023 

0.23265 

Record  132: 

Q«33  Alpka-35  BcCa>-10  FENCE  ON 

€M««MII»UE 

CdilMia? 

CMhMI^ 

OdttMaiS 

Row6-Ti^ 

0.M143 

0.34982 

0.3648 

0.27491 

0.21469 

0.17673 

Ro>  ■  5 

0.8334S 

0.53833 

0J648 

0.20939 

0.18109 

0.16102 

Row  4 

0.68S09 

0.48 

0.3436 

0.22298 

0.16143 

0.17149 

Row  3 

0.S7164 

0.47127 

0.34124 

0.27229 

0.18389 

0.20073 

Row  2 

0.4974S 

0.47204 

0.36524 

0.28625 

0.22582 

0.20989 

Row  1  -  Root 

0.S4S4S 

0.33418 

0.42502 

0.25396 

0.22124 

0.17716 

Record  134: 

0*33  Alpiie-3S  Beta 

--16  FENCE  ON 

C^tNMMIi*yS. 

'Qakiiiwid 

V9IMMI9 

Row  6  -  Tip 

0.99927 

0.39345 

0.46253 

0.32989 

0.29891 

0.24393 

Rows 

0.90327 

0.38036 

0.42371 

0.29411 

0.26336 

0.24262 

Row  4 

0.74618 

0.51491 

0.34735 

0.26313 

0.19549 

0.18063 

Row  3 

0.66764 

0.48 

0.3648 

0.24044 

0.19505 

0.18153 

Row  2 

0.S76 

0.468 

0.38356 

> 13189 

0  22625 

0.19549 

Row  1  •  Root 

0.S8036 

0.43244 

0.31942 

0.2592 

0.23238 

0.18345 

Record  136: 

Q-33  Alpha‘-30  BcU»^l6  FENCE  ON 

.CIIiMMkI'::'-:-: 

\ 

Row  6  -  Tip 

0.44073 

0.3312 

0.26575 

0.20465 

0.22863 

0.16276 

Row  5 

0.39316 

0.32204 

0.25789 

0.17193 

0.15273 

0.14%7 

Row  4 

0.29455 

0.26444 

0,20684 

0.14444 

0.11631 

0.10863 

Row  3 

0.20073 

0.21687 

0.18284 

0.1296 

0.11345 

0.11258 

Row  2 

0.IS404 

0.17127 

0.16451 

0.14531 

0.13735 

0.I2I3I 

Row  1  -  Root 

0.I2I3I 

0.14967 

0,16931 

0,1872 

0.16931 

0.16493 

Record  13S:  Q-13  Alphs-30  Bcto-^^IO  FENCE  ON 


OlAiHal 

06NWI4 

Row  6  -  Tip 

0.3006S 

0.24873 

0.20902 

0.16931 

0.16844 

0.14662 

Rows 

0.232S8 

0.22429 

0.19505 

0.1488 

O.lSOIl 

0.14836 

Row  4 

0.IS36 

0.17149 

0.17018 

0.14138 

0.11389 

0.11343 

Row  3 

0.12698 

0.13833 

0.15491 

0.15011 

0.11345 

0.12698 

Row  2 

0.1278S 

0.14924 

0.16233 

0.18415 

0.16713 

0.15229 

Row  1  •  Root 

0.17891 

0.16844 

0.1776 

0.23738 

0.21862 

0.18022 

Record  140: 

Q-33  Alphe-30  Bcte»f6  FENCE  ON 

OlMRPf 

OiilMlkw3 

CiiiiHrS 

Row  6  -  Tip 

0.21164 

0.18022 

0.16669 

0.14007 

0.14051 

0.17105 

Rows 

0.191  S6 

0.18IS3 

0.16276 

0.14182 

0.15447 

0.14575 

Row  4 

0.188SI 

0.20684 

0.20509 

0.18196 

0.13047 

0.13789 

Row  3 

0.21993 

0.2382S 

0.2304 

0.21382 

0.14967 

0.17367 

Row  2 

0.2448 

0.26804 

0.27273 

0.23964 

0.22298 

0.20533 

Row  1  -  Root 

0.36393 

0.31636 

0,27035 

0.29804 

0.27709 

0.23607 

Record  142: 

Q-J3  Alphe-30  Bete-44  FENCE  ON 

CSMMMHk# 

1 

Row  6  -  Tip 

0.22211 

0.18764 

0.17149 

0.14662 

0.13702 

0.11345 

Rows 

0.20989 

0.1998S 

0.18676 

0.15273 

0.16233 

0.14487 

Row  4 

0.232  IS 

0.2S26S 

0.24436 

0.20553 

0.1488 

0.15884 

Row3 

0.2609S 

0.2801S 

026007 

0.22996 

0.IS753 

0.1872 

Row  2 

0.28S82 

0.29531 

0.2928 

0.26924 

0.22844 

0.20771 

Row  1  •  Root 

0.39316 

0.32247 

0.28451 

0.30851 

0.27927 

0.22036 

Record  144: 

Q-33  Alplie-30  Bcts-H-2  FENCE  ON 

C6kMMii>ue 

A 

C6fM»»5 

Row  6  -  Tip 

0.19113 

0.1824 

0.16364 

0.13178 

0.13265 

0.11215 

Row  S 

0.19S0S 

0.1S724 

0.18807 

0.15055 

0.1584 

0.14705 

Row  4 

0.21993 

0.2448 

0.23738 

0.21207 

0.15316 

0.16145 

Row  3 

0.2S61S 

0.27053 

0.25222 

0.23215 

0.16931 

0.19536 

Row  2 

0.28669 

0.276 

0.26749 

0.26269 

0.23269 

0.21513 

Row  1  -  Root 

0.38138 

0.27927 

0.24655 

0.30065 

0.28364 

0.23302 

Record  146: 

0-33  Alpha»30  Bcta^  FENCE  ON 

iiiiiiiiPiil 

CpIppmS 

Row  6  -  Tip 

0.23S2 

0.21556 

0.19375 

0.1488 

0.14095 

0.11956 

Row  5 

0.26182 

0.25091 

0.22778 

0.16844 

0.16669 

0.15229 

Row  4 

0.277S3 

0.29411 

0.26662 

0.22953 

0.16451 

0.16931 

Row  3 

0.3102S 

0.29847 

0.27011 

0.25047 

0.1872 

0.2208 

Row  2 

0.34S6 

0.29705 

0.27447 

0.27753 

0.24109 

0.21338 

Row  1  -  Root 

0.41149 

0.26967 

0.25396 

0.30807 

0.28625 

0.24524 

Record  146: 

Q«33  Alpha=30  Beta’ 

=-2  FENCE  ON 

i»L£ 

€ato«ni.2 

CatMMiS 

CdtiiMuid 

Row  6  -  Tip 

0.23956 

0.22604 

0.2064 

0.15447 

0.14182 

0.13876 

Row  5 

0.25527 

0.24393 

0.22124 

0.17105 

0.15535 

0.14095 

Row  4 

0.29716 

0.27709 

0.24393 

0.21164 

0.16102 

0.17542 

Row  3 

0.34996 

0.27622 

0.23476 

0.2256 

0.18022 

0.20291 

Row  2 

0.39142 

0.28167 

0.23127 

0.26051 

0.2328 

0.21207 

Row  1  •  Root 

0.43244 

0.22778 

0.23215 

0.29629 

0.2784 

0.22822 

Record  150:  Q-33  Alpha-30  Bcta--4  FENCE  ON 


Gpipniip^ 

Cat— Mg 

Row  6  -  Tip 

0.27535 

0.25135 

0.22429 

0.16451 

0.14051 

0.11825 

Row  5 

0.29847 

0.26793 

0.23433 

0.168 

0.15404 

0.16382 

Row  4 

0.36567 

0.2832 

0.23302 

0.20073 

0.15142 

0.15971 

Row  3 

0.42371 

0.26618 

0.21949 

0.21903 

0.19156 

0.18022 

Row  2 

0.44073 

0.29029 

0.20989 

0.25004 

0.22582 

0.19393 

Row  1  -  Root 

0.45382 

0.24436 

0.23695 

0.288 

0.26575 

0.21295 

Record  152: 

Q-33  Alpha-30  Bcta--6  FENCE  ON 

Oil— MTig 

Row  6  -  Tip 

0.38313 

0.27142 

0.19593 

0.14313 

0.12262 

0.11084 

Row  5 

0.4176 

0.27665 

0.19113 

0.12611 

0.I2I73 

0.11258 

Row  4 

0.51055 

0.28887 

0.1776 

0.16669 

0.13178 

0.15142 

Row  3 

0.52364 

0.27316 

0.18109 

0.20989 

0.17673 

0.18938 

Row  2 

0.48436 

0.31233 

0.21949 

0.25745 

0.22876 

0.21818 

Row  1  -  Root 

0.42676 

0.27229 

0.26444 

0.28973 

0.26269 

0.21556 

Record  154: 

Q-33  Alpha-30  Beta-^10  FENCE  ON 

CrtMMkl 

CMkMMFJi' 

Row  6  -  Tip 

0.72436 

0.42065 

0.3408 

0.31156 

0.30109 

0.23433 

Row  5 

0.70691 

0.47564 

0.39011 

0.28844 

0.26225 

0.21644 

Row  4 

0.53236 

0.42153 

0.31724 

0.19349 

0.14793 

0.19811 

Row  3 

0.40189 

0.36698 

0J74O4 

0.24436 

0.1872 

0.19549 

Row  2 

0.31898 

0.34211 

0.30502 

0.3408 

0.23018 

0.18764 

Row  1  -  Root 

0.3408 

0.37745 

0.32247 

0.23171 

0.20309 

0.20945 

9) 
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Steady  Pressure  Coefficient  Differential 
Surface  Plots 


Angle-of-Attack  Sweeps  at  Q  =  2d  and  33  psf 


Angle-of-Attack:  20, 24, 26, 28, 30, 32, 36,  and  40  deg  at  33  psf 
:  26  and  28  deg  at  20  psf 


Piffaiw  nntfi-  The  relevant  test  conditions,  including  use  of  the  LEX  fence,  are  listed  on  each  plot 
along  the  axis  titled,  "Root  of  Fir  lord)." 
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Steady  Pressure  Coefftewnt  Differential 
Surface  Plots 


Sideslip  Sweep  at  30  deg  Angle-of-Attack,  Q  -  33  psf 


Sideslip  Angles:  -16,  -10,  -6,  -4,  -2, 0, 2, 4, 6, 10,  and  16  deg 


note-  The  relevant  test  conditions,  including  use  of  the  LEX  fence,  are  listed  on  each  plot 
along  the  axis  titled,  "Root  of  Fin  (%  chord)." 
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steady  Pressure  Coefficient  Differential 
Surface  Plots 


Sideslip  Sweep  at  35  deg  Angle-of-Attack,  Q  =  33 


Sideslip  Angles:  -16,  -10,  -6,  -4,  -2, 0, 2, 4, 6, 10,  and  16  deg 


Please  note:  The  relevant  test  conditions,  including  use  of  the  LEX  fence,  are  listed  on  each  plot 
along  the  axis  titled,  "Root  of  Fin  (%  chord)." 
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Steady  Pressure  CoeCBcient  Differential 
Contour  Plots 

Angle-of-Attack  Sweeps  at  Q  =  20  and  33  psf 

Angle-of-Attack:  20, 24, 26, 28, 30, 32, 36,  and  40  deg  at  33  psf 
:  26  and  28  at  20 

Please  note:  The  relevant  test  conditions,  including  use  of  the  LEX  fence,  are  listed  on  each  plot 
along  the  axis  titled,  "Root  of  Fin  (%  chord)." 
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Steady  Pressure  Coefficient  Differential 
Contour  Plots 


Sideslip  Sweep  at  30  deg  Angle-of-Attack«  Q  =  33psf 


Sideslip  Angles:  -16,  -10,  -6,  -4,  -2, 0, 2, 4, 6, 10,  and  16  deg 


Pisase  note:  The  relevant  test  conditions,  including  use  of  the  LEX  fence,  are  listed  on  each  plot 
along  the  axis  titled,  "Root  of  Fin  (%  chord)." 
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Steady  Pressure  Coefficient  Differential 
Contour  Plots 


Sideslip  Sweep  at  35  deg  Anglc-of>Attack,  Q  =  33  psf 

Sideslip  Angles:  -16,  -10,  -6,  -4,  -2, 0, 2, 4, 6, 10,  and  16  deg 

Please  note:  The  relevant  test  conditions,  including  use  of  the  LEX  fence,  are  listed  on  each  plot 
along  the  axis  titled,  "Root  of  Fin  (%  chord)." 
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Anglc-of-Attack  Sweeps  at  Q  >  20  and  33  psf 


Angie-of-Attack:  20, 24, 26, 28, 30, 32, 36,  and  40  deg  at  33  psf 
:  26  and  28  at  20  p5/ 


Please  note:  The  relevant  test  conditions,  including  use  of  the  LEX  fence,  are  listed  on  each  plot 
along  the  axis  titled,  "Root  of  Fin  (%  chord)." 
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Sideslip  Sweep  at  30  deg  An^e-of-Attack,  Q  =  33  psf 

Sideslip  Angles:  -16,  -10,  -6,  -4,  -2, 0, 2, 4, 6, 10,  and  16  deg 

Please  note:  The  relevant  test  conditions,  including  use  of  the  LEX  fence,  are  listed  on  each  plot 
along  the  axis  titled,  "Root  of  Fin  (%  chord)." 
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Surface  Plots 


Sideslip  Sweep  at  35  deg  An^e-of-Attack,  Q  =  33 


Sideslip  Angles:  -16,-10,  -6,  -4,  -2, 0, 2, 4, 6, 10,  and  16  deg 


Please  note:  The  relevant  test  conditions,  including  use  of  the  LEX  fence,  are  listed  on  each  plot 
along  the  axis  titled,  "Root  of  Fin  (%  chord)." 
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Root-Mean-Square  Pressure  Coefficient  Differential 
Contour  Plots 


Angle-of-Attack  Sweeps  at  Q  =>  20  and  33  psf 


Angle-of-Attack:  20, 24, 26, 28, 30, 32, 36,  and  40  deg  at  33  psf 
:  26  and  28  deg  at  20 

Please  note:  The  relevant  test  conditions,  including  use  of  the  LEX  fence,  are  listed  on  each  plot 
along  the  axis  titled,  "Root  of  Fin  (%  chord)." 
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